d d d W 
Swissotel Nankai Osaka 


Room count: 548 
Address : 542-00760Ocaka,Ocaka,Chuo-ku Namba 5-1-60 
Geolocation: 135.5015516281128,34.664134623615595 


* * oe k * 
ANA InterContinental Tokyo 


Room count: 846 
Address : 107-0052Toxno,Minato-ku, Akasaka 1-12-33 
Geolocation: 139.741196,35.668228 


XIII. 
Hilton Tokyo Narita Airport 


Room count: 548 
Address : 28601274u6a,AaponopT Tokuo-Hapura,Kosuge 456 
Geolocation: 140.35317420959473,35.78456593139732 


te k * * * 
Kyoto Hotel Okura 


Room count: 322 
Address : 6048558Kuoto,Kuoto,Nakagyo-ku Kawaramachi-Oike 
Geolocation: 135.7694876,35.0116947 


db d db dbi 
Conrad Tokyo 


Room count: 290 
Address : 105-7337 Tokwo,Minato-ku, Higashi-Shinbashi 1-9-1 
Geolocation: 139.7613501548767,35.66321338280887 


Yr Yee oe xk 
Hotel New Otani Osaka 


Room count: 525 
Address : 540-8578Ocaka,Ocaka,Chuo-ku Shiromi 1-4-1 
Geolocation: 135.5329126,34.691033 


* d d di 


10. 


12. 


13. 


Cerulean Tower Tokyu Hotel 


Room count: 411 
Address : 150-8512Toxno,Shibuya-ku, Sakuragaokacho 26-1 
Geolocation: 139.69956278801,35.65636348354 


te Yee oe xk 
Hilton Osaka Hotel 


Room count: 525 
Address : 530-0001 Ocaxa, Ocaxa,Kita-ku Umeda 1-8-8 
Geolocation: 135.49597263336182,34.70009888377611 


Yç W w w€ w€ 
Hilton Tokyo Bay 


Room count: 801 
Address : 279-0031 Tokuo,Maihama 1-8 
Geolocation: 139.873723983765,35.627051693607 


Yç w€ w w€ w€ 
Hilton Tokyo Hotel 


Room count: 815 
Address : 1600023Torvo,Shinjuku-ku, Nishishinjuku 6-6-2 
Geolocation: 139.69099044 799805,35.692834303758445 


te k e 
Hotel New Otani Tokyo 


Room count: 1479 
Address : 102-8578Tokwo,Chiyoda-ku, Kioi-Cho 4-1 
Geolocation: 139.73381996154785,35.68079483220707 


* d d di 


The Strings by InterContinental, Tokyo 


Room count: 206 


Address : 108-8282Toxno,Minato-ku, Konan 2-16-1 Shinagawa East One Tower 26-32 Floor 


Geolocation: 139.74057912826538,35.62778248326076 


te we k * * 
Kyoto Brighton Hotel 


14. 


15. 


16. 


17. 


18. 


19. 


Room count: 182 
Address : 602-8071Knoto,Knoto,Kamigyo-ku Shinmachi-Dori Nakadachiuri 
Geolocation: 135.75586795806885,35.02428307245858 


db d db dh i 
Park Hyatt Tokyo 


Room count: 177 
Address : 163-1055Tokwo,Shinjuku-ku, Nishishinjuku 3-7-1-2 
Geolocation: 139.69103336334229,35.685378690111854 


* * k k * 
Shangri-La Hotel, Tokyo 


Room count: 200 
Address : 100-8283Tokuo,Chiyoda-ku, Marunouchi Trust Tower Main, 1-8-3 Marunouchi 
Geolocation: 139.76946115493774,35.68266849416192 


* * k k * 
The Ritz-Carlton, Tokyo 


Room count: 248 
Address : 107-6245Tokuo,Minato-ku, Akasaka 9-7-1 Tokyo Midtown 
Geolocation: 139.7312591,35.6662026 


db d db dbi 
Hilton Nagoya Hotel 


Room count: 450 
Address : 4600008AH1n,Haroa, Naka-ku Sakae 1-3-3 
Geolocation: 136.89449787139893,35.1675793006548 


te oe oe oe 
Nara Hotel 


Room count: 129 
Address : 630-8301 Hapa, Hapa, Takabatake-cho 1096 
Geolocation: 135.8334481716156,34.67983186867846 


Y W W w€ w€ 
Sir Winston Hotel, Nagoya 


Room count: 47 
Address : 466-0825An1n,Haroa,Showa-ku Yagotohon-machi 100-36 


20. 


21. 


22. 


23. 


24. 


25. 


Geolocation: 136.96337699890 137 ,35.13801949893334 


db d db dbi 
The Capitol Hotel Tokyu 


Room count: 251 
Address : 100-0014 Tokuo,Chiyoda-ku Nagatacho 2-10-3 
Geolocation: 139.7403802,35.6747824 


* * k k * 
Hyatt Regency Kyoto 


Room count: 189 
Address : 605-0941KuoTo,KuoTo,Higashiyama-ku Sanjusangendo-Mawari 644-2 
Geolocation: 135.77343106269836,34.98844879975941 


URP E. 
Hilton Fukuoka Sea Hawk 


Room count: 1052 
Address : 810-8650@yxyoxa,Dykyoka,Chuo-ku Jigyohama 2-2-3 
Geolocation: 130.3593129,33.5946315 


Y W w w€ w€ 
Hilton Odawara Resort Spa 


Room count: 172 
Address : 250-0024KaHaraBa,OgaBapa,Nebukawa 583-1 
Geolocation: 139.1304742,35.2040631 


k k k we * 
Hotel Hankyu International 


Room count: 168 
Address : 530-0013Ocaka,Ocaka,Kita-ku Chayamachi 19-19 
Geolocation: 135.498705804348,34.70876558888166 


Y ç w w€ w€ 
Shima Kanko Hotel Bay Suites 


Room count: 50 
Address : 517-0502Mu,Shima,Ago Shinmei 731 
Geolocation: 136.815319061279,34.3078040964777 


26. Ye we Ye wy k 
Hotel Nikko Tokyo 


Room count: 452 
Address : 135-8625 Tokuo,Minato-ku Daiba 1-9-1 
Geolocation: 139.7705352,35.6263805 


27. kkk kk 
Hotel Granvia Kyoto 


Room count: 535 

Address : 600-8216Knoto,Kuoto,Shimogyo-ku Karasuma-dori Shiokoji-sagaru JR Kyoto Station Karasuma Chuo- 
guchi 

Geolocation: 135.7601941,34.9859498 


28. Ye we vk Yet 
Kizashi The Suite 


Room count: 8 
Address : 605-0073Knoto,Kuoto,Higashiyama-ku Gion-machi Kitagawa 275 
Geolocation: 135.775776,35.0041426 


29. Jc W * W w 
ANA InterContinental Ishigaki Resort 


Room count: 255 
Address : 907-00020xwHaBa,Ishigaki Island, Maesato 354-1 
Geolocation: 124.1893157,24.3360224 


30. de xv xxv 
ANA InterContinental Manza Beach Resort 


Room count: 399 
Address : 90404930knHaBa, Onna,Serakaki 2260 
Geolocation: 127.8581399,26.5081654 


31. We We * * * 
Sapporo Grand Hotel 


Room count: 561 
Address : 060-0001 Xokkango,Cannopo,Chuo-ku Kita 1-jo Nishi 4-chome 
Geolocation: 141.3507072,43.0627234 


32. 


33. 


34. 


35. 


36. 


37. 


38. 


K w w w€ w 
Kurayado Iroha 


Room count: 18 
Address : 739-0559Xnpocuma,Miyajima,Hatsukaichi-shi Miyajima-cho 589-4 
Geolocation: 132.321854531765,34.2996171943663 


KAHA 
Hotel Granvia Wakayama 


Room count: 155 
Address : 640-8342Baxaama,Bakaama, Tomodacho 5-18 
Geolocation: 135.190533399582,34.23290688 10854 


KKeKKK 
Kyoto-Style Inn Sakanoue 


Room count: 12 
Address : 605-0072Kworo,Kworo,Higashiyama-ku Gion Shimogawara Washio-cho 502 
Geolocation: 135.7792568206787,35.00223002778634 


* * k k * 
Cross Hotel Sapporo 


Room count: 181 
Address : 060-0002Xokkango,Cannopo,Chuo-ku Kita 2-jo Nishi 2-23 
Geolocation: 141.3533940911293,43.0640418807856 


KkeKKKK 
Royal Park Hotel 


Room count: 406 
Address : 103-8520Toxno,Chuo-ku Nihonbashi Kakigaracho 2-1-1 
Geolocation: 139.7866602,35.6823579 


* * we oe * 
Fuji Onsenji Yumedono 


Room count: 7 
Address : 401-0301Amahacu,Fujikawaguchiko,Funatsu 6677 
Geolocation: 138.7601637,35.5056406 


* d d di 


39. 


40. 


41. 


42. 


43. 


44. 


Arima Onsen Gekkoen Yugetsusanso 


Room count: 40 
Address : 651-1401 Xéro,Ko6e,Kita-ku Arima-cho 318 
Geolocation: 135.245299,34.7951303 


XIII. 
Four Seasons Hotel Tokyo at Marunouchi 


Room count: 57 
Address : 100-6277 Toxno,Chiyoda-ku Pacific Century Place Marunouchi 1-11-1 Marunouchi 
Geolocation: 139.7668893,35.6779912 


db d db Bi 
Spa Resort Exes 


Room count: 90 
Address : 9040401 0OxnuHasa,Onna,Nakama Yashibaru 2592-40 
Geolocation: 127.9305768013,26.5271923080582 


* te k oe * 
The Prince Park Tower Tokyo 


Room count: 626 
Address : 105-8563Toxno,Minato-ku, Shiba Koen 4-8-1 
Geolocation: 139.74709622561932,35.655527146243166 


te we k * * 
Yuzuya Ryokan 


Room count: 8 
Address : 605-0074Kuoro,Kuoro,Higashiyama-ku Gion-cho Minamigawa 545 
Geolocation: 135.77742487192154,35.003295603249505 


Y d W w€ w€ 
Keio Plaza Hotel Sapporo 


Room count: 507 
Address : 060-0005Xorrango,Cannopo,Chuo-ku Kita 5-jo Nishi 7-2-1 
Geolocation: 141.3449686,43.0663922 


* * k k * 
Hotel Okura Sapporo 


45. 


46. 


47. 


48. 


49. 


50. 


Room count: 147 
Address : 060-0061Xorrango,Cannopo,Chuo-ku Minami 1-jo Nishi 5-chome 
Geolocation: 141.3505482673645,43.05904274343481 


LIII. 
Mandarin Oriental Tokyo 


Room count: 178 
Address : 103-8328Toxno,Chuo-ku Nihonbashi Muromachi 2-1-1 
Geolocation: 139.7732377052307,35.68709756892914 


te oe * * + 
Shikotsuko Tsuruga Resort Spa Mizu no Uta 


Room count: 53 
Address : 066-0281Kokkango,Chitose,Shikotsuko Onsen 
Geolocation: 141.4018143,42.7754995 


tk Ye de Ye r 
Atami Fufu 


Room count: 24 
Address : 413-0016Cna3yoxa,ATamu,Minaguchi-cho 11-48 
Geolocation: 139.0668996,35.0958403 


w d d W 
Hotel Okura Kobe 


Room count: 475 
Address : 650-8560Xëro,Ko6e,Chuo-ku Hatobamachi 2-1 
Geolocation: 135.1880121231079,34.683738511502376 


XIII. 
The Westin Tokyo 


Room count: 438 
Address : 153-8580Toxno,Meguro-ku, Mita 1-4-1 
Geolocation: 139.7153641,35.6415162 


Yç Ye w€ Y€ € 
The Westin Miyako Hotel Kyoto 


Room count: 501 
Address : 605-0052Knoto,Kuoto,Higashiyama-ku Awada Chika-cho1 


51. 


52. 


53. 


54. 


55. 


56. 


Geolocation: 135.7879444,35.0088755 


kKk dh d: 
Marunouchi Hotel 


Room count: 205 
Address : 100-0005 Toxvo,Chiyoda-ku Marunouchi 1-6-3 
Geolocation: 139.766453,35.6836182 


PII. 
Hotel Okura Tokyo 


Room count: 801 
Address : 105-0001Toxno,Minato-ku, Toranomon 2-10-4 
Geolocation: 139.74401235580444,35.666963231631065 


Ye Yee eot 
InterContinental Yokohama Grand 


Room count: 594 
Address : 220-8522KaHaraBa,/okorama,Nishi-ku Minatomirai 1-1-1 
Geolocation: 139.63741064071655,35.45762879628621 


WWW W 
Kikusuiro 


Room count: 15 
Address : 6308301Hapa,Hapa, Takabatakke-cho 1130 
Geolocation: 135.834231,34.6817683 


Yr Yee eot 
The Westin Osaka 


Room count: 304 
Address : 531-00760Ocaka,Ocaka,Kita-ku Oyodonaka 1-1-20 
Geolocation: 135.4897048,34.7046167 


db d dh dbi 
Hyakunagaran 


Room count: 15 


Address : 901-06030xuHaBa,Nanjo, Tamagusuku Aza Hyakunayamashitabaru 1299-1 


Geolocation: 127.78499722480774,26.13318041002284 


57. 


58. 


59. 


60. 


61. 


62. 


63. 


db d d dbi 
The Tokyo Station Hotel 


Room count: 150 
Address : 100-0005Tokuo,Chiyoda-ku Marunouchi 1-9-1 
Geolocation: 139.76591527462006,35.68098220038249 


* * oe dv 
Hotel Chinzanso Tokyo 


Room count: 259 
Address : 112-8667Toxno,Bunkyo-ku, Sekiguchi 2-10-8 
Geolocation: 139.72617030143738,35.71222295599667 


db d db dbi 
The Peninsula Tokyo 


Room count: 314 
Address : 100-0006 Tokuo,Chiyoda-ku Yurakucho 1-8-1 
Geolocation: 139.7606592,35.6747052 


* k * * 
Mercure Hotel Ginza Tokyo 


Room count: 208 
Address : 1040061Toxno,Chuo-ku Ginza 2-9-4 
Geolocation: 139.768989,35.674426 


kkk w 
Sheraton Grande Tokyo Bay Hotel 


Room count: 802 
Address : 279-0031Toxno,Maihama 1-9 
Geolocation: 139.877511262894,35.6264395003015 


yc Yee 
Oriental Hotel Hiroshima 


Room count: 227 
Address : 730-0026Xupocuma,Xupocuma,Naka-ku Tanakamachi 6-10 
Geolocation: 132.46381044387817,34.388274592291104 


kk kk 


64. 


65. 


66. 


67. 


68. 


69. 


Best Western Shinjuku Astina Hotel Tokyo 


Room count: 206 
Address : 160-0021 Tokuo,Shinjuku-ku, Kabuki-Cho 1-2-9 
Geolocation: 139.7043076,35.694404 


te we Ye of 
Hotel Metropolitan Tokyo 


Room count: 814 
Address : 171-8505Toruo, Toshima-ku, Nishi-Ikebukuro 1-6-1 
Geolocation: 139.70901489257798,35.7285376915075 


Ye w w w 
Park Hotel Tokyo 


Room count: 273 
Address : 105-7227 Toxno,Minato-ku, Higashi Shimbashi 1-7-1 
Geolocation: 139.75953698158298,35.6633633105118 


db db dh i 
Sheraton Miyako Hotel Osaka 


Room count: 575 
Address : 543-00010caka,Ocaka, Tennoji-ku, Uehommachi 6-1-55 
Geolocation: 135.520391464233,34.6658994988467 


kkkt 
ANA Crowne Plaza Osaka 


Room count: 478 
Address : 530-0004Ocaka,Ocaka,Kita-ku Dojimahama 1-3-1 
Geolocation: 135.49830079078674,34.69553495982576 


Y w V Y? 
Celestine Hotel 


Room count: 243 
Address : 1050014Toxno,Minato-ku, Shiba 3-23-1 
Geolocation: 139.7489047050476,35.65102646590616 


kkk 
New Miyako Hotel 


70. 


71. 


72. 


73. 


74. 


75. 


Room count: 986 
Address : 601-8412KuoTo,KuoTo,Minami-ku Nishikujo-In-machi 17 
Geolocation: 135.75597524642944,34.983781289034106 


db dh Y? 
Hotel Grand Palace 


Room count: 464 
Address : 102-0072Tokwo,Chiyoda-ku, lidabashi 1-1-1 
Geolocation: 139.75014925003052,35.69735125132122 


* k k * 
Keio Plaza Hotel Tokyo 


Room count: 1440 
Address : 160-8330Toxno,Shinjuku-ku, Nishishinjuku 2-2-1 
Geolocation: 139.69426274299622,35.68998842607441 


k we * * 
Kyoto Royal Hotel Spa 


Room count: 398 


Address : 604-8005Kuoro,Kuoro,Nakagyo-ku Kawaramachi Sanjo-Agaru 


Geolocation: 135.76955258846283,35.00997216120639 


Arr 
ANA Crowne Plaza Fukuoka 


Room count: 319 
Address : 812-0011 %ykyoka, Pykyoka, Hakata-ku Hakata Ekimae 3-3-3 
Geolocation: 130.41772484779358,33.5873997 16463544 


* e deo 
Hotel Nikko Narita 


Room count: 722 
Address : 2860106Un6a,A3sponopT Tokuo-Haputa, Tokko 500 
Geolocation: 140.3794773,35.7840196 


Ye w w w 
Shibuya Excel Hotel Tokyu 


Room count: 408 
Address : 150-0043Tokuo,Shibuya-ku, Dogenzaka 1-12-2 


76. 


TT. 


78. 


79. 


80. 


81. 


Geolocation: 139.6997594,35.6587414 


db di dh: 
Palace Hotel Tachikawa 


Room count: 238 
Address : 190-0012Tokuo,TauukaBa,Akebono-cho 2-40-15 
Geolocation: 139.4132069,35.701738 


te vy k * 
Hotel Niwa Tokyo 


Room count: 238 
Address : 1010061 Tokuo,Chiyoda-ku Misaki-cho 1-1-16 
Geolocation: 139.756567,35.7004993 


KAHA 
Hotel Gracery Ginza 


Room count: 270 
Address : 104-0061 Toxno,Chuo-ku Ginza 7-10-1 
Geolocation: 139.7635647,35.6688977 


Y Y V wÇ 
Namba Oriental Hotel 


Room count: 257 
Address : 542-0074Ocaka,Ocaka,Chuo-ku Sennichimae 2-8-17 
Geolocation: 135.50372153520584,34.6657362494657 


KAHA 
ANA Crowne Plaza Hiroshima 


Room count: 431 
Address : 730-0037 Xupocuma,Xupocuma,Naka-ku Naka-machi 7-20 
Geolocation: 132.45689570903778,34.39043487886126 


kkkt 
Keio Plaza Hotel Hachioji 


Room count: 200 
Address : 192-0083Toxno,XaTnon3n,Asahicho 14-1 
Geolocation: 139.340543746948,35.6564070709114 


82. 


83. 


84. 


85. 


86. 


87. 


88. 


wKK* 
Aki Grand Hotel 


Room count: 188 
Address : 739-0412Xupocuma, Miyajima, Hatsukaichi-shi Miyajimaguchinishi 1-1-17 
Geolocation: 132.296504974365,34.3038292834675 


te te * * 
Mielparque-Osaka 


Room count: 162 
Address : 532-0003Ocara,Ocara,Yodogawa-ku Miyahara 4-2-1 
Geolocation: 135.49578487873077 ,34.73480610403846 


w V V€ Y? 
Hotel Granvia Osaka 


Room count: 716 
Address : 530-0001Ocara,Ocara,Kita-ku Umeda 3-1-1 
Geolocation: 135.49619257450104,34.70180213151512 


yc Yee 
New Osaka Hotel 


Room count: 301 
Address : 532-00110caka,Ocaka, Yodogawa-ku Nishi-nakajima 5-14-10 
Geolocation: 135.49945950508118,34.73137183584148 


db dh Y? 
ANA Crowne Plaza Kobe 


Room count: 593 
Address : 650-0002Xéro,Ko6e,Chuo-ku Kitano 1 
Geolocation: 135.1956295967102,34.70509650643845 


KAKA 
Hotel Nikko Kansai Airport 


Room count: 576 
Address : 54900010caka,Ocaka,Senshu-kukou Kita 1 
Geolocation: 135.2429437637329,34.436752521011094 


kkk 


89. 


90. 


91. 


92. 


93. 


94. 


Haneda Excel Hotel Tokyu 


Room count: 387 
Address : 144-0041Toxno,Ota-ku Haneda Airport 3-4-2 
Geolocation: 139.7873656,35.5522018 


te we * * 
Kyoto Kokusai Hotel 


Room count: 274 
Address : 604-8502Knoto,Kuoto,Nakagyo-ku Horikawadori Nijojomae 
Geolocation: 135.75280219316485,35.01341897635692 


KKK w 
Hotel Nikko Princess Kyoto 


Room count: 216 
Address : 600-8096Knoto,Kuoto,Shimogyo-ku Karasuma Takatsuji Higashi-Iru 
Geolocation: 135.760757625103,35.000437193216825 


Y we w w 
Miyajima Hotel Makoto 


Room count: 54 
Address : 739-0518Xupocuma,Miyajima,Hatsukaichi-shi Miyajima-cho 755 
Geolocation: 132.3241319,34.2995052 


Ye Yee 
Grand Pacific Le Daiba 


Room count: 884 
Address : 135-8701Toxno,Minato-ku Daiba 2-6-1 
Geolocation: 139.771338,35.624889 


wç % w w 
Metropolitan Marunouchi Hotel 


Room count: 343 
Address : 100-0005Tokuo,Chiyoda-ku Marunouchi 1-7-12 
Geolocation: 139.76854383945465,35.68384495708817 


kuni 


95. 


96. 


97. 


98. 


99. 


ANA Crowne Plaza Hotel Kyoto (Formerly ANA 
Hotel Kyoto) 


Room count: 301 
Address : 604-0055Kworo,Kworo,Nakagyo-ku Horikawa-dori Nijojo-mae 
Geolocation: 135.75284242630005,35.01247655375557 


k k k * 
Apartment Hotel Kitano Arms 


Room count: 
Address : 102-0093Tokuo,Chiyoda-ku Hirakawacho 2-16-15 
Geolocation: 139.7409383,35.679218 


PII. 
Shibuya Creston Hotel 


Room count: 53 
Address : 150-0047 Tokuo,Shibuya-ku, Kamiyama-cho 10-8 
Geolocation: 139.6946986,35.6632685 


La w w 
Akasaka Excel Hotel Tokyu 


Room count: 487 
Address : 100-0014Tokuo,Chiyoda-ku, Nagatacho 2-14-3 
Geolocation: 139.73743557929993,35.67732190521038 


kirk 
Sapporo Excel Hotel Tokyu 


Room count: 388 
Address : 064-0808Xorrango,Cannopo,Chuo-ku Minami 8-jo Nishi 5-420 
Geolocation: 141.3527328,43.0491945 


PII. 
Tokyu Stay Aoyama Premier 


Room count: 
Address : 107-0062Tokwo,Minato-ku, Minamiaoyama 2-27-18 
Geolocation: 139.716902,35.6688546 


. d d 4! 


Mercure Hotel Sapporo 


Room count: 285 
Address : 064-0804 Xoxkango,Cannopo,Chuo-ku Minami 4-jo Nishi 2-4 
Geolocation: 141.3557599,43.0556494 


101. KAKA 
Hotel Ryumeikan Tokyo 


Room count: 135 
Address : 103-0028Toxno,Chuo-ku Yaesu 1-3-22 
Geolocation: 139.77111339569092,35.68314953885049 


102. Www 
Grand Park Otaru 


Room count: 296 
Address : 047-0008Xorkanno,Otapy,Chikko 11-3 
Geolocation: 141.0241488,43.1837102 


103. yv w w "Y 
Hotel Brighton City Osaka Kitahama 


Room count: 233 
Address : 541-0044Ocaka,Ocaka,Chuo-ku Fushimi-machi 1-1 
Geolocation: 135.50794333219528,34.68901368657728 


104. Yr 3v 3v Yr 
Mitsui Garden Hotel Ueno 


Room count: 245 
Address : 1100015Toxvo, Taito-ku, Higashiueno 3-19-7 
Geolocation: 139.77825611829758,35.7 1187667807925 


105. We w w€ w 
Gifu Miyako Hotel 


Room count: 192 
Address : 502-0817[ucby,[ ncby, Nagarafukumitsu 2695-2 
Geolocation: 136.7686108,35.4411933 


106. Ye X dr 
City Plaza Osaka 


107. 


108. 


109. 


110. 


111. 


112. 


Room count: 203 
Address : 540-0029Ocara,Ocara,Chuo-ku Hommachibashi 2-31 
Geolocation: 135.5106785,34.6842889 


Bi 
Hotel Kintetsu Aqua Villa Ise Shima 


Room count: 127 
Address : 517-0604Mu,Shima,Daioh-cho Funakoshi 3238-1 
Geolocation: 136.8373528,34.2824992 


Yee 
Okinawa Miyako Hotel 


Room count: 307 
Address : 90200620knHaBa, Haxa,Matsukawa 40 
Geolocation: 127.7068014,26.2192681 


we Yee 
Cross Hotel Osaka 


Room count: 229 
Address : 54200850caka,Ocaka,Chuo-ku Shinsaibashisuji 2-5-15 
Geolocation: 135.5007465,34.6697042 


te ve oe oy 
Nanten-En 


Room count: 13 
Address : 58600620caka,Ocaka,Amami 158 
Geolocation: 135.59454,34.3974355 


* Yee 
Royal Park Shiodome Tower 


Room count: 458 
Address : 105-8333Toxno,Minato-ku, Higashishinbashi 1-6-3 
Geolocation: 139.7604489326477,35.66430470991631 


w w V Y? 
Hotel Coco Grand Ueno Shinobazu 


Room count: 58 
Address : 110-0005Tokuo,Taito-ku Ueno 2-12-14 


Geolocation: 139.7715425491333,35.709406954209264 


113. sç w w w 
Oyado Ishicho 


Room count: 57 
Address : 604-0901Knoto,Knoto,Nakagyo-ku Kawaramachi-Dori Takeyamachi Higashi-lru 
Geolocation: 135.77026069164276,35.01569480527378 


114. KKK 
Ishicho Shogikuen 


Room count: 48 
Address : 604-0901Knoto,Kuoto,Nakagyo-ku Kawaramachi-dori Takeya-machi Higashi Iru 
Geolocation: 135.77015072107315,35.01537188745873 


115. e Ye Ye oe 
Lotte City Hotel Kinshicho 


Room count: 213 
Address : 130-0013Toxno,Sumida-ku, Kinshi 4-6-1 
Geolocation: 139.81542348861694,35.697490659206515 


116. Vç w w * 
Shima Kanko Hotel The Classic 


Room count: 127 
Address : 517-0502Mu,Shima,Ago Shinmei 731 
Geolocation: 136.8167348,34.309351 


17. KAKA 
Hotel Trusty Tokyo Bayside 


Room count: 200 
Address : 135-0063Toxno,Koto-ku Ariake 3-1-15 
Geolocation: 139.7870284,35.628547 


118. sç w w w 
Hotel Trusty Nagoya 


Room count: 250 
Address : 460-0003AñTu,Haros,Naka-ku Nishiki 2-11-32 
Geolocation: 136.899846,35.1708449 


119. KAYA 
The Beach Tower of Okinawa 


Room count: 280 
Address : 904-01150xnHaBa,Chatan,Mihama 8-6 
Geolocation: 127.7562178,26.3140585 


120. + Ye Ye kk 
La Vista Hakodate Bay 


Room count: 350 
Address : 040-0065Xokkango,Hakodate, Toyokawa 12-6 
Geolocation: 140.7189777,41.7677043 


121. KAWA 
Sunmarina Hotel 


Room count: 200 
Address : 904-04940kuHaBa,Onna,Fuchaku 66-1 
Geolocation: 127.8118476,26.4610931 


122. Yr Yç we xx 
Gion Shinmonso 


Room count: 21 
Address : 605-0082Kworo,Kworo,Higashiyama-ku Hanamikoji Shin-mommae 
Geolocation: 135.77513426542282,35.00645050407036 


123. Jv % W * 
Hotel Vista Grande Osaka 


Room count: 304 
Address : 542-0084Ocaka,Ocaka,Chuo-ku Soemon-Cho 5-15 
Geolocation: 135.50371,34.669829 


124. wk Vç w 
Renaissance Sapporo Hotel 


Room count: 323 
Address : 062-0904Xokkaňgo,Cannopo, Toyohira-ku Toyohira 4-jo 1-1-1 
Geolocation: 141.3650427,43.0542219 


125. Jr 4 & 


ANA Crowne Plaza Okinawa Harborview 


Room count: 352 
Address : 900-0021OrxuHaBa,Haxa,Izumizaki 2-46 
Geolocation: 127.6801515,26.2090822 


126. Yr Yr Xx xx 
Fraser Residence Nankai Osaka 


Room count: 
Address : 556-0011Ocara,Ocara,Naniwa-ku Nambanaka 1-17-11 
Geolocation: 135.5005243420601,34.66315951392739 


127. Www * 
Mitsui Garden Hotel Kyoto Sanjo 


Room count: 169 
Address : 604-8166Knoto,Kuoto,Nakagyo-ku Sanjodori Karasuma Nishiiru Mikura-cho 80 
Geolocation: 135.7587774,35.0081422 


128. WWW 
Mitsui Garden Hotel Kyoto Shijo 


Room count: 278 
Address : 600-8472Knoto,Kuoto,Shimogyo-ku Nishinotoin-dori Shijo-kudaru Myodenji-cho 707-1 
Geolocation: 135.75464755296707,35.00296604531022 


120. Ye Yr Ye Yr 
Mitsui Garden Hotel Ginza Premier 


Room count: 100 
Address : 104-0061Toxno,Chuo-ku Ginza 8-13-1 
Geolocation: 139.7631898,35.6671062 


130. W We Ww w 
Mitsui Garden Hotel Sapporo 


Room count: 247 
Address : 060-0005Xokkango,Cannopo,Chuo-ku Kita 5-jo Nishi 6-18-3 
Geolocation: 141.3465378,43.0666728 


131. Ye Ye Ye t 
Best Western Hotel Fino Sapporo 


Room count: 242 
Address : 060-0808Xorkauno,Cannopo,Kita-ku Kita 8-jo Nishi 4-15 
Geolocation: 141.3491096,43.070914 


132. Ye Ye oe ok 
Gion Maifukan 


Room count: 21 
Address : 605-0822Knoto,Kuoto,Higashiyama-ku Gion Yasaka Jinjya Minami-mon Mae 
Geolocation: 135.77836632728577,35.001175423973514 


133. Yr Yr v xx 
Hotel Koraku 


Room count: 38 
Address : 874-09200uta,Benny,Kitahama 3-13-21 
Geolocation: 131.5069181,33.2808066 


134. oe * Yr 
Seikoro Ryokan 


Room count: 22 
Address : 605-0907 Kuoto,Kuoto,Higashiyama-ku Tonya-machidori-gojosagaru 3 Nishitachibana 467 
Geolocation: 135.76845824718475,34.994465 18885315 


135. wç vr Yr "Y 
Gyozanen Onsen Ryokan 


Room count: 13 
Address : 601-1242Knoto,Kuoto,Sakyou-ku Ohararaigoin-cho 454 
Geolocation: 135.8336305618286,35.11876772849952 


136. de Vç Yer 
Hyatt Regency Tokyo 


Room count: 744 
Address : 160-0023Tokwo,Shinjuku-ku, Nishishinjuku 2-7-2 
Geolocation: 139.691037,35.6909095 


137. KAKA 
Hanayashiki Ukifune-en 


Room count: 28 
Address : 611-0021KuorTo,Uji,Uji-tougawa 20 


Geolocation: 135.8100365,34.8875549 


138. wW We Ww * 
Kyoto Century Hotel 


Room count: 220 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Higashi-no-toin-dori Shiokoji Sagaru Higashi Shiokoji-cho 680 
Geolocation: 135.76151132583618,34.986128262717195 


139. KAKA 
Hotel Granvia Okayama 


Room count: 328 
Address : 700-85150xaama,Okaama,Kita-ku, Ekimoto-cho 1-5 
Geolocation: 133.91747921 705246 ,34.66404417274729 


140. Yr yv 3v iv 
Hotel Honno 


Room count: 79 
Address : 604-8091 Knoto,Kuoto,Nakagyo-ku Oike-dori Kawaramachi Nishi-iru 
Geolocation: 135.7682599,35.0106142 


141. Vç Vç We % 
Hotel Vista Premio Dojima 


Room count: 141 
Address : 530-0002Ocara,Ocara,Kita-ku Sonezakishinchi 2-4-1 
Geolocation: 135.49406,34.697387 


142. Ye Ye Ye oe 
The Green Leaf, Niseko Village 


Room count: 200 
Address : 048-1592Xokkanno,Huceko,Higashiyama Onsen 
Geolocation: 140.676026344299,42.84652027 17951 


143. KARRAR % 
Gion Fukuzumi 


Room count: 23 
Address : 605-0062Kuoro,Kuoro,Higashiyama-ku Higashioji Shinbashi-Nishi-iru 
Geolocation: 135.7774704694748,35.00540693961843 


144. Wwe Ww * 
Hotel Sunroute New Sapporo 


Room count: 306 
Address : 060-0062Xokkango,Cannopo,Chuo-ku Minami 2-jo Nishi 6-chome 
Geolocation: 141.34929299354553,43.05715742781928 


145. Ye v oy oy 
Sierra Resort Hotel Hakuba 


Room count: 74 
Address : 399-9301 HaraHo,Xaxy6a-Mypa,Ochikura Hokujo 14863-6 
Geolocation: 137.86090850830078,36.733364160136446 


146. WWW 
Sheraton Miyako Hotel Tokyo 


Room count: 495 
Address : 1088640Toxno,Minato-ku Shirokanedai 1-1-50 
Geolocation: 139.73007559776306,35.63965033246255 


147. Vç Vç Vç we 
Uraku Aoyama 


Room count: 20 
Address : 107-0061Tokwo,Minato-ku, Kitaaoyama 2-7-13 
Geolocation: 139.717874,35.6710072 


148. Wwe W w 
Hotel Gracery Sapporo 


Room count: 440 
Address : 060-0004 Xokkango,Cannopo,Chuo-ku Kita 4-jo Nishi 4-1 
Geolocation: 141.34946465492249 43.06627382184832 


149. de k oy k 
ANA Hotel Sapporo 


Room count: 412 
Address : 060-0003Xokkango,Cannopo,Chuo-ku Kita 3-jo Nishi 1-chome 2-9 
Geolocation: 141.35516166687012,43.0658681985666 


150. Wie Vç w€ 


151. 


152. 


153. 


154. 


155. 


156. 


ANA Crowne Plaza Chitose 


Room count: 288 
Address : 066-8637Xoxxahnpo,Chitose,Hokuei 2-2-1 
Geolocation: 141.646642,42.83059 


te we Ye a 
Hotel Hankyu Expo Park 


Room count: 99 
Address : 565-08260caka, Suita, Senri-Banpaku-Koen1-5 
Geolocation: 135.5297918,34.804378 


wç w w w 
Hotel Osaka Bay Tower 


Room count: 383 
Address : 552-0007Ocaka,Ocaka,Minato-ku Benten 1-2-1 
Geolocation: 135.4611056,34.6696229 


rr 
Hotel Nikko Osaka 


Room count: 635 
Address : 542-0086Ocaka, Ocaka,Chuo-ku Nishi-shinsaibashi 1-3-3 
Geolocation: 135.4997437,34.6740676 


* ve k * 
Sapporo Park Hotel 


Room count: 216 
Address : 064-8589Xorrango,Cannopo,Chuo-ku Minami 10-jo Nishi 3-1-1 
Geolocation: 141.35611653327942,43.04768293736401 


wç % w w 
Hotel Metropolitan Edmont 


Room count: 665 
Address : 102-8130Tokuo,Chiyoda-ku lidabashi 3-10-8 
Geolocation: 139.74917359650135,35.70082602910154 


We we wy x 
Hilton Niseko Village 


157. 


158. 


159. 


160. 


161. 


162. 


Room count: 506 
Address : 048-1592Xoxxahno,Huceko,Higashiyama Onsen 
Geolocation: 140.684609413147,42.8462056251472 


te oe oe Ar 
Hotel Granvia Hiroshima 


Room count: 403 
Address : 732-0822Xupocuma,Xupocuma,Minami-ku Matsubaracho 1-5 
Geolocation: 132.47548207640648,34.399138542416935 


KAHA 
Radisson Hotel Narita 


Room count: 490 
Address : 28602214u6a,Aa3ponopT Tokuo-Hapura,Nanae 650-35 
Geolocation: 140.3440129,35.7419869 


W W we Ye 
Hakuba Mominoki Hotel 


Room count: 75 
Address : 399-9301 HaraHo,Xaxy6a-Mypa,Hokujo 4683-2 
Geolocation: 137.83636093139648,36.70699698816838 


w V V Y? 
Hakodate Danshaku Club Hotel Resorts 


Room count: 52 
Address : 040-0064Xoxxahpo,Hakodate,Otemachi 22-10 
Geolocation: 140.7244438,41.7712818 


Yee 
Hotel Qurega Tenjin 


Room count: 159 
Address : 810-0021 ®ykyoka,®yxyoka,Chuo-ku Imaizumi 1-22-14 
Geolocation: 130.3995268,33.5868744 


Ye we w w 
Okinawa Kariyushi Beach Resort Ocean Spa 


Room count: 516 
Address : 9040401 0OxnHaBa,Onna,Nakama Yashibaru 2591-1 


163. 


164. 


165. 


166. 


167. 


168. 


Geolocation: 127.930083274841,26.5262822879897 


db w w 
The Prince Sakura Tower Tokyo 


Room count: 309 
Address : 108-8612Toxno,Minato-ku, Takanawa 3-13-1 
Geolocation: 139.7354015,35.6309264 


Kek 
Grand Prince Hotel Takanawa 


Room count: 414 
Address : 108-8612Toxno,Minato-ku, Takanawa 3-13-1 
Geolocation: 139.73467156291008,35.631847267415694 


KAHA 
Grand Prince Hotel New Takanawa 


Room count: 938 
Address : 108-8612Toxno,Minato-ku, Takanawa 3-13-1 
Geolocation: 139.73340421915054,35.6300585262402 


db w w 
Sunshine City Prince Hotel 


Room count: 1146 
Address : 170-8440Tokwo, Toshima-ku, Higashiikebukuro 3-1-5 
Geolocation: 139.7193045,35.7295621 


KARA 
Hundred Stay Tokyo Shinjuku 


Room count: 102 
Address : 169-0073Tokuo,Shinjuku-ku, Hyakunin-cho 2-27-7 
Geolocation: 139.6954916,35.7022555 


w w V ok 
The Westin Resort Conference Center Awali 


Island 


Room count: 201 
Address : 656-2301Xero,ABan3u,Yumebutai 2 


Geolocation: 135.0083937,34.560117 


169. www w 
Grand Prince Hotel Kyoto 


Room count: 309 
Address : 606-8505Knoto,Kuoto,Sakyo-ku Takaragaike 
Geolocation: 135.78112363815308,35.06267 1243608364 


170. Ye oe oe oe 
Sapporo Aspen Hotel 


Room count: 302 
Address : 060-0808Xorkauno,Cannopo,Kita-ku Kita 8-jo Nishi 4-5 
Geolocation: 141.3488569,43.0703947 


171. III. 
Phoenix Wing Chalets and Apartments 


Room count: 
Address : 399-9211HaraHo,Xaky6a-Mypa,Kamishiro 22305 
Geolocation: 137.8436442,36.6626972 


172. wç * * w 
Oyado Koto No Yume 


Room count: 25 
Address : 506-0026. oy, Takayama,Hanasato machi 6-11 
Geolocation: 137.252916097641,36.142258888789655 


173. Ye Ye Ye oe 
Hotel Monterey Kyoto 


Room count: 327 
Address : 604-8161Knoto,Knoto,Nakagyo-ku Karasuma-dori Sanjo-sagaru Manjuya-cho 604 
Geolocation: 135.7592797279358,35.00784117032328 


174. Wwe Ww w 
Hotel Monterey Osaka 


Room count: 194 
Address : 530-0001Ocara,Ocara,Kita-ku, Umeda 3-3-45 
Geolocation: 135.4918019,34.6993119 


175. 


176. 


177. 


178. 


179. 


180. 


181. 


XNR 
Hotel Monterey Sapporo 


Room count: 250 
Address : 060-0034 Xokkango,Cannopo,Chuo-ku Kita 4-jo Higashi 1-3 
Geolocation: 141.3561138510704,43.06730452400564 


KAHA 
Hotel Monterey Hanzomon 


Room count: 340 
Address : 102-0082 Toxno,Chiyoda-ku Ichiban-cho 23-1 
Geolocation: 139.7421879,35.6866144 


Bi 
Hotel Monterey La Soeur Fukuoka 


Room count: 182 
Address : 810-0041@yxyoxa,Dyxyoka,Chuo-ku Daimyo 2-8-27 
Geolocation: 130.3953771,33.5910239 


* ve k * 
Hotel Monterey Edelhof Sapporo 


Room count: 181 
Address : 060-0002Xokkanno,Cannopo,Chuo-ku Kita 2-jo Nishi 1-1 
Geolocation: 141.3556122,43.0644678 


Yç we w w 
Hotel Monterey Yokohama 


Room count: 170 
Address : 231-8526KaHaraBa,/okorama,Naka-ku Yamashitacho 6-1 
Geolocation: 139.6478693,35.4457353 


te ie te oe 
Hotel Monterey Akasaka 


Room count: 196 
Address : 107-0052Toxno,Minato-ku, Akasaka 4-9-24 
Geolocation: 139.7328003,35.6754627 


kkk 


Hotel Monterey La Soeur Osaka 


Room count: 240 
Address : 540-0001Ocaka,Ocaka,Chuo-ku Shiromi 2-2-22 
Geolocation: 135.5325764,34.6939632 


182. de Ye oe kk 
Sapporo Prince Hotel 


Room count: 586 
Address : 060-8615Xokkango,Cannopo,Chuo-ku Minami 2 Jo Nishi 11 
Geolocation: 141.3407152891159,43.05604032157154 


183. W We * * 
Nagoya Tokyu Hotel 


Room count: 562 
Address : 460-0008Ah1u,Haroa,Naka-ku Sakae 4-6-8 
Geolocation: 136.9136476,35.1685734 


184. de Ye oe ke 
Art Hotels Sapporo 


Room count: 412 
Address : 064-0809Xokkango,Cannopo,Chuo-ku Minami 9-jo Nishi 2-chome 2-10 
Geolocation: 141.35705530643463,43.04961166556896 


185. oe dv 3v 
ANA Crowne Plaza Narita 


Room count: 396 
Address : 286-0107Mw6a,A3ponopr Tokuo-Hapurta,Horinouchi 68 
Geolocation: 140.371028,35.7873606 


186. yv Yr W Y 
Asamushi Kanko Hotel 


Room count: 46 
Address : 039-3501Aomopu,Aomopu,Asamushi, Sakamoto 51-1 
Geolocation: 140.8598516,40.8969083 


187. Ye k a * 
Koryuen Seizanso 


Room count: 25 
Address : 611-0021KuorTo,Uji,Uji-tougawa 27-2 
Geolocation: 135.81137895584106,34.887127838396864 


188. oe Yr Ye Y 
Hotel Nikko Nara 


Room count: 330 
Address : 630-8122Hapa,Hapa,Sanjohonmachi 8-1 
Geolocation: 135.818413,34.6817679 


189. Ye e ded 
Ryokan Motonago 


Room count: 11 
Address : 605-0072KuoTo,KuoTo,Higashiyama-ku Kodaiji-dori Washio 511 
Geolocation: 135.7797798514366,35.001467638474686 


190. dv ve Yr Yr 
Toshi Center Hotel 


Room count: 327 
Address : 102-0093Tokuo,Chiyoda-ku Hirakawacho 2-4-1 
Geolocation: 139.73884105682373,35.68118525472566 


191. yv w Yr "Y 
Rihga Royal Hotel Kyoto 


Room count: 484 
Address : 600-8237 Knoto,Kuoto,Shimogyo-ku Higashihorikawa-dori Shiokoji-sagaru Taimatsu-cho 1 
Geolocation: 135.7525098323822,34.98631285329904 


192. de Yr x Ye 
Fukuzumiro 


Room count: 16 
Address : 250-0315KaHaraBa,Hakone, Tounosawa 74 
Geolocation: 139.09335136413574,35.23286049226908 


193. www w 
Ise Todaya Ryoan 


Room count: 9 
Address : 516-0079Mu,Ise,Ozeko 1-1-20 


194. 


195. 


196. 


197. 


198. 


199. 


Geolocation: 136.70311957597733,34.494368109780645 


w W w w 
Seikiro 
Room count: 16 


Address : 626-0015Kuoro,Miyazu,Uoya 937 
Geolocation: 135.1950359,35.5378987 


KAHA 
Hakone Hotel Kowakien 


Room count: 220 
Address : 250-0407KaHaraBa,Hakone,Ninotaira 1297 
Geolocation: 139.0432767,35.2416651 


KAHA 
Furano Natulux Hotel 


Room count: 70 
Address : 076-0026Xoxxahpo,Furano,Asahi 1-35 
Geolocation: 142.3901551,43.3476087 


oe oe oe ok 
Hotel Nikko Fukuoka 


Room count: 360 
Address : 812-0011 ykyoka, Pyryora,Hakata-ku Hakataekimae 2-18-25 
Geolocation: 130.4171253,33.5915493 


* k * * 
Hotel Laforet Tokyo 


Room count: 248 
Address : 140-0001Tokuo,Shinagawa-ku, Kitashinagawa 4-7-6 
Geolocation: 139.7369935,35.621797 


de de 
Kobe Meriken Park Oriental Hotel 


Room count: 319 
Address : 650-0042Xéro,Ko6e,Chuo-ku Hatobamachi 5-6 
Geolocation: 135.1883872,34.6803257 


200. 


201. 


202. 


203. 


204. 


205. 


206. 


w w V Y? 
Kushiro Prince Hotel 


Room count: 400 
Address : 085-8581 Xokkango,Kycupo,Sawaicho 7-1 
Geolocation: 144.3804141,42.9847264 


222. 
Kanazawa Excel Hotel Tokyu 


Room count: 236 
Address : 920-0961McukaBa,KaHaHn3aBa,Korinbo 2-1-1 
Geolocation: 136.65304005146027,36.5628370174681 


Ye we w w 
Tokyo Dai-ichi Hotel Okinawa Grand Mer Resort 


Room count: 300 
Address : 9042174OkuHaBa,OkuHaBa,Yogi 2-8-1 
Geolocation: 127.81103610992432,26.31526686323745 


ve ç Y er 
ANA Crowne Plaza Kanazawa 


Room count: 249 
Address : 920-85 18McunxaBa,KaHaHi3aBa,Showamachi 16-3 
Geolocation: 136.6486412,36.5768038 


Lb w w 
Hotel Nikko Yaeyama 


Room count: 236 
Address : 907-0022OxuHaga,lshigaki Island, Ookawa 559 
Geolocation: 124.1607427597046,24.347790633042543 


* Yee 
Shimoda Tokyu Hotel 


Room count: 115 
Address : 415-8510Cug3yoka,Cumoga,5-12-1 
Geolocation: 138.93834114074707,34.6680525957 18414 


kkk 


207. 


208. 


209. 


210. 


211. 


212. 


Rizzan Sea Park Hotel Tancha Bay 


Room count: 721 
Address : 904-0496OkuHaBa,Onna, Tancha 1496 
Geolocation: 127.816572189331,26.4632352854785 


Yee 
Ishigaki Resort Grandvrio Hotel 


Room count: 200 
Address : 907-0024OxwHaBa,Ishigaki Island, Funakura Arakawa 2481-1 
Geolocation: 124.12430763244627,24.3569491116159 


db di Y? 
Hotel Associa Shizuoka 


Room count: 250 
Address : 420-0851 Cug3yoka,Cug-3y6ka,Kurogane-cho Aoi 56 
Geolocation: 138.3897535,34.9730095 


db dh dh: 
Hotel Associa Shin-Yokohama 


Room count: 203 
Address : 222-0033KaHaraBa,/okorama,Kohoku-ku Shin-Yokohama 2-100-45 
Geolocation: 139.6173745393753,35.507714550133166 


* ve * * 
Hotel Associa Takayama Resort 


Room count: 290 
Address : 506-0033[ucby,Takayama,Echigo-cho 1134 
Geolocation: 137.2435827,36.1227545 


* ve k * 
Nishimuraya Honkan 


Room count: 34 
Address : 6696101Xëro,Toyooka,Kinosakionsen Yushima 469 
Geolocation: 134.8055265,35.6253525 


PII. 
Nikko Himeji 


Room count: 257 
Address : 670-0962Xero,Himeji, Minami Ekimae 100 
Geolocation: 134.69022631645203,34.82550017451799 


213. kk 
Fujiya Hotel 


Room count: 146 
Address : 250-0404KaHaraBa,Hakone,Miyanoshita 359 
Geolocation: 139.0589600801468,35.24426972161293 


214. Yr Ye Ye xx 
JAL Private Resort Okuma 


Room count: 184 
Address : 9051412OkunHaBa,Kunigami,Azaokuma 913 
Geolocation: 128.159873485565,26.7370063235065 


215. Kirk 
Royal Park Hotel The Fukuoka 


Room count: 174 
Address : 812-0011ykeyora, Pyryora,Hakata-Ku Hakataekimae 2-14-15 
Geolocation: 130.415359139442,33.5905635620982 


216. yr Yr YY W 
Hotel Regina Kawaguchiko 


Room count: 68 
Address : 401-0301 Amanacu,Fujikawaguchiko,Funatsu 5239-1 
Geolocation: 138.7657359,35.488129 


217. kik 
Hotel Monterey Grasmere Osaka 


Room count: 348 
Address : 556-0017Ocaka,Ocaka,Naniwa-ku, Minatomachi 1-2-3 
Geolocation: 135.49619257450104,34.66670691673093 


218. 3v 3t w w 
Hotel Monterey Ginza 


Room count: 224 
Address : 104-0061Toxno,Chuo-ku Ginza 2-10-2 


219. 


220. 


221. 


222. 


223. 


224. 


Geolocation: 139.7688976,35.6728002 


Ye w w w 
Shinjuku Prince Hotel 


Room count: 571 
Address : 160-8487 Tokuo,Shinjuku-ku, Kabuki-cho 1-30-1 
Geolocation: 139.70015823841095,35.694619678898924 


te we we Ye 
Hotel Keihan Universal Tower 


Room count: 641 
Address : 554-0024Ocaka,Ocaka,Konohana-ku Shimaya 6-2-45 
Geolocation: 135.43791353702545,34.66765992443632 


E 2 
Ginza Nikko Hotel 


Room count: 112 
Address : 104-0061Toxno,Chuo-ku Ginza 8-4-21 
Geolocation: 139.75988566875458,35.66908562721835 


dh dh Y? 
Hotel Okura Fukuoka 


Room count: 264 
Address : 812-0027@yxyoxa,Dyxyoka,Hakata-ku Shimokawabata 3-2 
Geolocation: 130.4059597,33.5832555 


* k * * 
ANA Crowne Plaza Hotel Grand Court Nagoya 


Room count: 246 
Address : 460-0023An1n,Haroa,Naka-ku Kanayama-Cho 1-1-1 
Geolocation: 136.900 10905265808,35.142616787 19847 


kkk w 
Okinawa Marriott Resort Spa 


Room count: 361 
Address : 905-00260xnHaBa,Nago,Kise 1490-1 
Geolocation: 127.93360233306883,26.53012198660409 


225. 


226. 


227. 


228. 


229. 


230. 


231. 


wç w w w 
Rihga Royal Hotel 


Room count: 974 
Address : 530-00050caka,Ocaka,Kita-ku Nakanoshima 5-3-68 
Geolocation: 135.4871749,34.6902712 


ke Yee 
Sheraton Grande Ocean Resort 


Room count: 743 
Address : 880-8545Miyazaki,Musg3aku, Yamasaki Hamayama 
Geolocation: 131.4740753173828,31.96002716349652 


Y W w w 
Hotel Monterey Lasoeur Ginza 


Room count: 141 
Address : 104-0061Toxno,Chuo-ku Ginza 1-10-18 
Geolocation: 139.7693948,35.6739084 


krr 
Nikko Station Hotel Classic 


Room count: 72 
Address : 321-1413Toturu,Hurro,Aioicho 3-1 
Geolocation: 139.62134957313538,36.746999986430254 


oe te oe of 
Hotel La Neige Higashi-kan 


Room count: 28 
Address : 399-9301 HaraHo,Xaky6a-Mypa,Happo Wadanonomori 
Geolocation: 137.8347623348236,36.7 1113842002784 


222. 
Royal Park Hotel The Kyoto 


Room count: 172 
Address : 604-8004Knoto,Kuoto,Nakagyo-ku Sanjo-dori Kawara-machi Higashi-iru 
Geolocation: 135.76942920684814,35.0089659889238 


* * x * 


Hotel Universal Port 


Room count: 600 
Address : 554-00310caka,Ocaka,Konoha-ku Sakurajima 1-1-111 
Geolocation: 135.43765336275 1,34.665954650591914 


232. Yr dr k ve 
Hakuba Tokyu Hotel 


Room count: 102 
Address : 399-9301 HaraHo,Xaky6a-Mypa,Happo Wadanonomori 399-9301 
Geolocation: 137.839246988297,36.7061153461338 


233. KNARK 
Claska 


Room count: 18 
Address : 152-0001Tokuo,Meguro, Chuocho 1-3-18 
Geolocation: 139.69443440437317,35.628671979035296 


234. Ye Ye Ye Ye 
Hoshi 


Room count: 74 
Address : 923-0326Mcukasa,Komauy,Awazumachi Wa 46 
Geolocation: 136.44811391830444,36.3317131283001 


285. de Ye dp Ye 
Nissho Besso 


Room count: 39 
Address : 604-8083Kworo,Kworo,Nakagyo-ku Sanjo-dori Tominokojinishi-iru Nakano-cho 13 
Geolocation: 135.76456099748611,35.00850903323274 


236. yr Yr w w 
Hotel La Neige Honkan 


Room count: 22 
Address : 399-9301HaraHo,Xaky6a-Mypa,Hokujo 4748 
Geolocation: 137.8337162733078,36.7 1025682550744 


237. Ye de k k 
Hilltop Hotel 


238. 


239. 


240. 


241. 


242. 


243. 


Room count: 74 
Address : 101-0062Toxno,Chiyoda-ku Surugadai Kanda 1-1 
Geolocation: 139.7613057,35.697572 


Y V V Y? 
Rose Hotel Yokohama 


Room count: 178 
Address : 231-0023KanaraBa,Mororama,Naka-ku Yamashitacho 77 
Geolocation: 139.6468055,35.4440439 


KAHA 
B:CONTE Ariake 


Room count: 122 
Address : 135-0063Toxno,Koto-ku Ariake 3-6-6 
Geolocation: 139.78976011276245,35.632151382135376 


* k oe * 
Mitsui Garden Hotel Shiodome Italia-gai 


Room count: 375 
Address : 105-0021 Tokvo,Minato-ku, Higashishinbashi 2-14-24 
Geolocation: 139.7570543,35.6601958 


Bi 
Hakata Excel Hotel Tokyu 


Room count: 308 
Address : 810-0081@yxyoxa,Dyxyoka,Hakata-ku Nakasu 4-6-7 
Geolocation: 130.4052457,33.5927822 


PII. 
Hotel Agora Osaka Moriguchi (Formerly 


Moriguchi Royal Pines Hotel) 


Room count: 175 
Address : 57000380Ocaka,Ocaka,Kawahara-cho 10-5 
Geolocation: 135.5659018456936,34.73508383707749 


KA 
Imaiso 


244. 


245. 


246. 


247. 


248. 


249. 


Room count: 53 
Address : 413-0503Cug3yoka,Kawazu,Mitaka 127 
Geolocation: 139.00400161743164,34.75199954570735 


Y w w w 
Sunroute Plaza Tokyo 


Room count: 696 
Address : 279-0031 Tokuo,Maihama 1-6 
Geolocation: 139.8734428,35.6316626 


KAHA 
ANA Hotel Kushiro 


Room count: 180 
Address : 085-0016Xorkauno,Kycupo,Nishiki-cho 3-7 
Geolocation: 144.3820473,42.9825212 


* k * * 
Chateraise Gateaux Kingdom Sapporo Hotel 


Resort 


Room count: 284 
Address : 002-8043Xokkanno,Cannopo,Kita-ku Higashibarato 132 
Geolocation: 141.35567665 100098,43.170960141448084 


v % w w 
Kyoto Tokyu Hotel 


Room count: 430 
Address : 600-8519Kuoro,Kuoro,Shimogyo-ku Horikawa-dori Gojo-kudaru Kakimoto-cho Inokuma-dori 
Geolocation: 135.75156569480896,34.99523423520097 


KAHA 
Hotel Nikko Kurashiki 


Room count: 70 
Address : 710-00550Kaama,Kypacuxn,Achi 3-21-19 
Geolocation: 133.76799702644348 34.596758904 1524 


KAHA 
Hidatakayama Futarishizuka Hakuun 


Room count: 20 
Address : 506-0837T oy, Takayama,Horibatamachi 67 
Geolocation: 137.2626693,36.1400829 


250. dr dr Yr 
Daiichi Hotel Tokyo 


Room count: 277 
Address : 105-8621Toxno,Minato-ku Shinbashi 1-2-6 
Geolocation: 139.757 3568,35.6687253 


251. we ve Yr Y 
Hotel Kaibo 


Room count: 81 
Address : 926-0175McukaBa,Nanao,Wakuramachi Wakasaki 12-3 
Geolocation: 136.92162036895752,37.088143002930636 


282. ve Ye db Ye 
Aura Tachibana 


Room count: 45 
Address : 250-0311KaHaraBa,Hakone,Yumoto 574 
Geolocation: 139.10119146108627,35.22862762811402 


253. Www w 
Noborioji Hotel 


Room count: 12 
Address : 630-8213Hapa,Hapa,Noborioji-cho 40-1 
Geolocation: 135.83001494407654,34.684163749183604 


254. Ye Ye de oe 
Dai-ichi Hotel Tokyo Seafort 


Room count: 127 
Address : 140-0002Tokuo,Shinagawa-ku Higashi-shinagawa 2-3-15 
Geolocation: 139.7511422,35.6244082 


255. wiw W 
Mercure Hotel Okinawa Naha 


Room count: 260 
Address : 900-00250xnHaBa,Haxa, Tsubogawa 3-3-19 


Geolocation: 127.67915189266205,26.20555729972569 


256. kk 
Biwako Ryokusuitei 


Room count: 70 
Address : 520-0101Cura,Otsu,Ogoto 6-1-6 
Geolocation: 135.8941016,35.0874597 


257. e ve Ye Y 
Art Hotels Omori 


Room count: 220 
Address : 140-0013Toxno,Shinagawa Minami-Oi 6-19-3 
Geolocation: 139.7324398,35.5904367 


258. de * de k 
Hyatt Regency Osaka 


Room count: 480 
Address : 559-0034Ocara,Ocara,Suminoe-ku Nanko Kita 1-13-11 
Geolocation: 135.4162967,34.6370808 


259. Jc * * * 
Century Royal Hotel 


Room count: 300 
Address : 060-0005Xorrango,Cannopo,Chuo-ku Kita 5 Nishi 5-2 
Geolocation: 141.34857416152954,43.06695965220928 


260. dv vy ve Ar 
Moon Ocean Ginowan Hotel Residence 


Room count: 177 
Address : 901-2227 OkuHaBa,Ginowan,Uchidomari 558-8 
Geolocation: 127.7276578,26.2734307 


261. Jr Jr w 
Mercure Hotel Narita 


Room count: 248 
Address : 286-0033Uwv6a,A3ponopr Tokuo-Haputa,Hanazaki-Cho 818-1 
Geolocation: 140.314804,35.776948 


262. 


263. 


264. 


265. 


266. 


267. 


268. 


kk 
Hotel Mystays Otemae 


Room count: 
Address : 540-00250caka,Ocaka,Chuo-ku Tokui-Cho 1-3-2 
Geolocation: 135.514731,34.683985 


kkk 
the b sangenjaya Hotel Tokyo 


Room count: 118 
Address : 154-0004Tokno,Setagaya-ku, Taishido 2-17-9 
Geolocation: 139.6706763,35.6451616 


WWW 
Karasuma Kyoto Hotel 


Room count: 255 
Address : 600-8412Kuoro,Kuoro,Shimogyo-ku Karasuma-Shijo 
Geolocation: 135.758957862854,35.00293308944328 


wç w w 
Sejour Fujita 
Room count: 60 


Address : 730-0841 Xupocuma,Xupocuma,Naka-ku Funairi-machi 1-10 
Geolocation: 132.4451289,34.391519 


wç % w 
Hakata Miyako Hotel 


Room count: 254 
Address : 812-0013@yxyoxa,Dyxyoka,Hakata-ku Hakataeki-higashi 2-1-1 
Geolocation: 130.4228111,33.5897079 


Kk 
the b hakata 


Room count: 175 
Address : 812-00160ykyoka,®ykyoka, Hakata-ku Hakataeki-Minami 1-3-9 
Geolocation: 130.4228806,33.5867831 


kkk 


269. 


270. 


271. 


272. 


273. 


274. 


BlueWave Inn Hiroshima 


Room count: 156 
Address : 730-0022Xupocuma,Xupocuma,Naka-ku Kanayamacho 10-17 
Geolocation: 132.46695399284363,34.39180893374324 


Kk 
Hotel Kintetsu Universal City 


Room count: 456 
Address : 554-0024Ocaka,Ocaka,Konohana-ku, Shimaya 6-2-68 
Geolocation: 135.437650680542,34.66870557 305535 


wk w 
Shiba Park Hotel 


Room count: 381 
Address : 105-0011 Tokvo,Minato-ku, Shibakoen 1-5-10 
Geolocation: 139.7523593902588,35.6587869052835 


wk w 
the b akasaka 


Room count: 156 
Address : 107-0052Toxno,Minato-ku, Akasaka 7-6-13 
Geolocation: 139.73306894302368,35.67 119053466365 


UE E 
the b ochanomizu 


Room count: 72 
Address : 101-0063Tokwo,Chiyoda-ku Awajicho Kanda 1-7-5 
Geolocation: 139.76649597287178,35.69572462646065 


wk w 
Hotel Sunroute Akasaka 


Room count: 91 
Address : 107-0052Toxno,Minato-ku, Akasaka 3-21-7 
Geolocation: 139.7359361,35.6766071 


w ve oe 
Narita Port Hotel 


Room count: 307 
Address : 286-0131Mw6a,A3ponopr Tokuo-Haputa,Oyama 658 
Geolocation: 140.3493331,35.781469 


275. Jc * 
the b roppongi 


Room count: 76 
Address : 1060032Tokuo,Minato-ku, Roppongi 3-9-8 
Geolocation: 139.733759,35.6635891 


276. KKK 
Hachioji Plaza Hotel 


Room count: 196 
Address : 192-0046 Tokuo,Xatnon3u,Myojin-cho 4-6-12 
Geolocation: 139.3432589,35.6585467 


277. de dv x 
International Garden Hotel Narita 


Room count: 463 
Address : 286-0133Uw6a,Asponopr Tokuo-Hapurta,Yoshikura 241-1 
Geolocation: 140.3326374,35.782735 


278. Jr % w 
Ramada Osaka 


Room count: 548 
Address : 531-0072Ocara,Ocara,Kita-ku, Toyosaki 3-16-19 
Geolocation: 135.4973319,34.7 108634 


279. Yr % iv 
the b ikebukuro 


Room count: 175 
Address : 1700013Tokuo, Toshima-ku, Higashiikebukuro 1-39-4 
Geolocation: 139.7142577,35.7322948 


280. ik 
Aranvert Hotel Kyoto 


Room count: 183 
Address : 600-8107 Knoto,Kunoto,Shimogyo-ku Gojo-dori Kazariyacho Higashi 179 


281. 


282. 


283. 


284. 


285. 


286. 


Geolocation: 135.75759798288345,34.99662509209932 


wk w 
the b kobe 


Room count: 168 
Address : 6500011Xëro,Ko6e,Chuo-ku Shimoyamatedori 2-11-5 
Geolocation: 135.1900283,34.6926437 


k*k 
Courtyard by Marriott Tokyo Ginza 


Room count: 206 
Address : 104-0061Tokno,Chuo-ku Ginza 6-14-10 
Geolocation: 139.7648619,35.6683672 


kkk 
Urbain Hiroshima Executive 


Room count: 171 
Address : 732-0053Xnpocnma,Xnpocnma,Higashi-ku Wakakusa-cho 16-13 
Geolocation: 132.4800262,34.3970909 


wk k 
Hearton Hotel Kyoto 


Room count: 294 
Address : 604-0836Knoto,Knoto,Nakagyo-ku Higashi no Toin Dori Oike Agaru 
Geolocation: 135.76065838336945,35.0118241009779 


UE E 
Hearton Hotel Minamisenba 


Room count: 203 
Address : 542-0081 Ocaka,Ocaka,Chuo-ku, Minamisemba 2-12-22 
Geolocation: 135.50379663705826,34.67577328214447 


oe ve ve 
Plaza Hotel Tenjin 


Room count: 205 
Address : 810-0041 Oyxyoxa,Pyxyoka,Chuo-ku Daimyo 1-9-63 
Geolocation: 130.3937022,33.5874993 


287. 3v 1 w 
Hotel Park Side Hiroshima Peace Park 


Room count: 91 
Address : 730-0051 Xupocuma,Xupocuma,Naka-ku Ote-machi 2-6-24 
Geolocation: 132.4556147,34.3922579 


288. dv dv s 
Hotel Gracery Tamachi 


Room count: 216 
Address : 108-0023Toxno,Minato-ku, Shibaura 3-8-1 
Geolocation: 139.7509553,35.6436781 


289. wey 
Shinjuku Washington Hotel 


Room count: 1633 
Address : 160-8336Tokuo,Shinjiku-ku, Nishishinjuku 3-2-9 
Geolocation: 139.6932424,35.6869379 


290. Yr % iv 
Grand Arc Hanzomon 


Room count: 204 
Address : 102-0092Toxno,Chiyoda-ku Hayabusa-cho 1-1 
Geolocation: 139.7434657,35.6829204 


291. Jr Jr w 
Rembrandt Inn Nishikasai 


Room count: 184 
Address : 134-0088Tokuo,Edogawa-ku NishiKasai 6-17-9 
Geolocation: 139.8602646,35.6633393 


292. kirk 
Daiwa Roynet Hotel Hiroshima 


Room count: 231 
Address : 730-0042Xupocuma,Xupocuma,Naka-ku Kokutaijimachi 1-3-20 
Geolocation: 132.4554419517517,34.38759727785035 


293. dv dre dr 


294. 


295. 


296. 


297. 


298. 


299. 


Kanazawa Miyako Hotel 


Room count: 193 
Address : 920-0852 /cnxaBa,KaHaHi3aBa,Konohana-machi 6-10 
Geolocation: 136.650379300117,36.5777954522885 


Yd 
Hotel Rose Garden Shinjuku 


Room count: 101 
Address : 1600023Torvo,Shinjuku-ku, Nishishinjuku 8-1-3 
Geolocation: 139.6937370300293,35.694353922839774 


WWW 
Yokohama Sakuragicho Washington Hotel 


Room count: 553 
Address : 231-0062Kanarasa,Mororama,Naka-ku Sakuragicho 1-101-1 
Geolocation: 139.63256657 1236,35.4507027480228 


kkk 
Dormy Inn Hiroshima 


Room count: 145 
Address : 730-0041 Xupocuma,Xupocuma,Naka-ku Komachi 3-28 
Geolocation: 132.4566489458084,34.38894304757542 


* ve * 
Yokohama Isezakicho Washington Hotel 


Room count: 399 
Address : 231-0033KaHarasa,Mororama,Naka-ku Chojamachi 5-53 
Geolocation: 139.6327871,35.4415331 


wk w 
Hearton Hotel Shinsaibashi 


Room count: 302 
Address : 542-0086Ocaka, Ocaka,Chuo-ku Nishi-Shinsaibashi 1-5-24 
Geolocation: 135.4995882511139,34.672499798976034 


KAKA 
Daiwa Roynet Hotel Hakata-Gion 


Room count: 252 
Address : 812-0038@yxyoxa,Dyxyoka,Hakata-ku Gion-machi 1-24 
Geolocation: 130.4137659072876,33.59340109331041 


300. fr 
Citadines Kyoto Karasuma-Gojo 


Room count: 
Address : 600-8105Knoto,Kuoto,Shimogyo-ku Gojo-dori Karasuma-Higashiiru Matsuya-cho 432 
Geolocation: 135.76039016246796,34.996477877716785 


301. fr 
Tokyo Bay Ariake Washington Hotel 


Room count: 830 
Address : 135-0063Toxno,Koto-ku Ariake 3-7-11 
Geolocation: 139.7935583,35.6290443 


302. 4v 4v d 
Sutton Place Hotel Ueno 


Room count: 51 
Address : 110-0005Tokuo,Taito-ku, Ueno 7-8-23 
Geolocation: 139.7791067,35.7 140458 


303. hr 
Shibuya Tokyu Inn 


Room count: 225 
Address : 150-0002Tokuo,Shibuya-ku, Shibuya 1-24-10 
Geolocation: 139.7019925,35.6602025 


304. Yr 
Narita Excel Hotel Tokyu 


Room count: 706 
Address : 286-0131Y4nba,Aaponopt Tokuo-Haputa,Oyama 31 
Geolocation: 140.3514023,35.7843798 


305. Yr ir % 
Kyoto Travellers Inn 


Room count: 78 
Address : 606-8344Knoto,Kuoto,Sakyo-ku Okazaki Enshoji-cho 91 


306. 


307. 


308. 


309. 


310. 


311. 


Geolocation: 135.78396141529083,35.01156926952339 


wk w 
Hotel Claiton Shin-Osaka 


Room count: 153 
Address : 532-00110caka,Ocaka, Yodogawa-ku Nishinakajima 2-13-32 
Geolocation: 135.49576342105863,34.72543316887449 


W ye 
Hotel Sunroute Hakata 


Room count: 200 
Address : 812-0012bykyoka,bykyoka,Hakata-ku Hakataeki-Chuogai 4-10 
Geolocation: 130.4220694,33.5914716 


te we a 
Dormy Inn Tokyo Hatchobori 


Room count: 154 
Address : 104-0033 Tokuo,Chuo-ku Shinkawa 2-20-4 
Geolocation: 139.7808163,35.6744198 


* oko 
Hotel East 21 Tokyo 


Room count: 404 
Address : 135-0016Toxno,Koto-ku Toyo 6-3-3 
Geolocation: 139.814485,35.6746589 


Kk 
Hotel Gimmond Kyoto 


Room count: 140 
Address : 604-8105Knoto,Knoto,Nakagyo-ku Oikedori Takakura Nishiiru 
Geolocation: 135.76223015785217,35.01048622698415 


kk 
Daiwa Roynet Hotel Yotsubashi 


Room count: 151 
Address : 550-0013Ocara,Ocara,Nishi-ku Shinmachi 1-10-12 
Geolocation: 135.49611747264862,34.67785112683847 


312. 


313. 


314. 


315. 


316. 


317. 


318. 


kk 
Dormy Inn Suidobashi 


Room count: 99 
Address : 110-0033Tokuo,Bunkyo-ku Hongo 1-25-27 
Geolocation: 139.7564224,35.7051293 


* * * 
Kyoto Tower Hotel 


Room count: 158 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Shichijo-sagaru Karasuma-dori 
Geolocation: 135.7594084739685,34.9874599425853 


kk 
Dormy Inn Asakusa 


Room count: 76 
Address : 111-0033Toruo, Taito-ku, Hanakawado 1-3-4 
Geolocation: 139.7989247,35.7118714 


LE E. 
New Osaka Hotel Shinsaibashi 


Room count: 119 
Address : 542-0086Ocara,Ocara,Chuo-ku Nishishinsaibashi 1-10-36 
Geolocation: 135.4987271,34.6740426 


kk * 
Sakura Fleur Aoyama 


Room count: 133 
Address : 150-0002Toxno,Shibuya-ku, Shibuya 2-14-15 
Geolocation: 139.70583111047745,35.65956491267642 


kkk 
Dormy Inn Nagoya 


Room count: 96 
Address : 450-0003Antn,Haroa,Nakamura-ku Meieki Minami 1-11-8 
Geolocation: 136.889572,35.1663118 


KhK 


319. 


320. 


321. 


322. 


323. 


324. 


Weekly Dormy Inn Meguro Aobadai 


Room count: 
Address : 153-0042Tokuo,Meguro-ku Aobadai 3-21-8 
Geolocation: 139.69215720891953,35.64924316710022 


Yd 
Shinbashi Atagoyama Tokyu Inn 


Room count: 431 
Address : 105-0002Tokuo,Minato-ku, Atago 1-6-6 
Geolocation: 139.7493214,35.6651172 


wk 
the b nagoya 


Room count: 219 
Address : 460-0008Antu,Haros,Naka-ku Sakae 4-15-23 
Geolocation: 136.909623,35.1667624 


kk 
APA Hotel Keikyu Kamata-Ekimae 


Room count: 92 
Address : 144-0052Toxno,Ota-ku, Kamata 4-18-24 
Geolocation: 139.7219672,35.5608041 


te ve * 
Dormy Inn Akihabara 


Room count: 104 
Address : 101-0021 Tokuo,Chiyoda-ku Sotokanda 4-12-5 
Geolocation: 139.773227,35.7026828 


wk w 
Arietta Hotel Trattoria 


Room count: 89 
Address : 141-0022Tokuo,Shinagawa-ku, Higashigotanda 2-5-2 
Geolocation: 139.727994,35.6253685 


xx 


Daiwa Roynet Hotel Kobe Sannomiya 


325. 


326. 


327. 


328. 


329. 


330. 


Room count: 225 
Address : 651-0087Xero,Ko6e,Chuo-ku Gokodori 5-1-6 
Geolocation: 135.1985498,34.6930522 


wk w 
Hotel MyStays Akasaka 


Room count: 
Address : 1070052Toxno,Minato-ku, Akasaka 2-17-54 
Geolocation: 139.7383945,35.6702357 


oe te of 
Hotel Sunroute Shinagawa Seaside 


Room count: 300 
Address : 140-0002Tokuo,Shinagawa-ku, Higashishinagawa 4-12-8 
Geolocation: 139.7489047050476,35.60939386601854 


* te * 
Hotel MyStays Ueno 


Room count: 
Address : 111-0036Tokuo, Taito-ku, Matsugaya 1-5-7 
Geolocation: 139.78524327278137,35.711674137467945 


wk w 
Hotel Sunroute Ariake 


Room count: 790 
Address : 135-0063Toxno,Koto-ku Ariake 3-6-6 
Geolocation: 139.78958845 13855,35.63234322451754 


Ye 
Hotel Sunroute Plaza Shinjuku 


Room count: 624 
Address : 151-0053Tokwo,Shibuya-ku, Yoyogi 2-3-1 
Geolocation: 139.6986363,35.6870214 


kkk 
Dormy Inn Nanba 


Room count: 102 
Address : 556-0011Ocara,Ocara,3-17-15 Nanbanaka Naniwa 


Geolocation: 135.4982998,34.6593944 


331. Arr 
Hotel Sunroute Hiroshima 


Room count: 284 
Address : 730-0051Xupocuma,Xupocuma,Naka-ku, Otemachi 3-3-1 
Geolocation: 132.4540676,34.3896192 


332. Yr W * 
Hotel Sunroute Higashi Shinjuku 


Room count: 311 
Address : 160-0022Tokwo,Shinjuku-ku, Shinjuku 7-27-9 
Geolocation: 139.7079542,35.6986841 


333. 4v ob dx 
Dormy Inn Shinsaibashi 


Room count: 134 
Address : 542-0086Ocaka,Ocaka,Chuo-ku, Nishishinsaibashi 2-17-3 
Geolocation: 135.4974856,34.6709513 


334. sç Wç W 
Kyoto Garden Hotel 


Room count: 129 
Address : 604-8175Knoto,Knoto,Nakagyo-ku Muromachi-dori Oike Minami-iru 
Geolocation: 135.75774550437927,35.010130335635964 


335. Jr Wç % 
Hotel Sardonyx Ueno 


Room count: 181 
Address : 110-0005Toruo,Taito-ku Ueno 6-6-7 
Geolocation: 139.7759544,35.7087101 


336. ir ir 5x 
Dormy Inn Nagasaki 


Room count: 211 
Address : 850-0841Haracaru,Haracaku,Doza-machi 7-24 
Geolocation: 129.87632,32.7422391 


337. 


338. 


339. 


340. 


341. 


342. 


343. 


kkk 
Dormy Inn Kanazawa 


Room count: 304 
Address : 920-0849McukaBa,KaHaHn3aBa,Horikawashinmachi 2-25 
Geolocation: 136.6506243,36.5792618 


kkk 
Dormy Inn Express Mikawaanjo 


Room count: 132 
Address : 446-0059An1n,AH38,Mikawaanjo Honmachi 1-1-3 
Geolocation: 137.0591319,34.9688146 


kk 
Ochanomizu Hotel Shoryukan 


Room count: 42 
Address : 101-0052Toxno,Chiyoda-ku Ogawamachi Kanda 3-24 
Geolocation: 139.7626806,35.6956722 


Kk 
Narita U-City Hotel 


Room count: 102 
Address : 286-0035Unba,Aaponoprt Tokuo-Hapura,Igodai 1-1-2 
Geolocation: 140.3115981,35.7775991 


kr 
Dormy Inn Premium Kyoto Ekimae 


Room count: 201 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Higashishiokoji-cho 558-8 
Geolocation: 135.76154351234436,34.987 394018348986 


W oe oe 
Dotonbori Hotel 


Room count: 116 
Address : 542-0071 Ocaka,Ocaka,Chuo-ku Dotonbori 2-3-25 
Geolocation: 135.4987772,34.6684849 


kkk 


344. 


345. 


346. 


347. 


348. 


349. 


Shin-Osaka Station Hotel 


Room count: 90 
Address : 533-0033Ocara,Ocara,Higashi-yodogawa-ku Higashi-nakajima 1-16-6 
Geolocation: 135.5023259,34.7318194 


we ve oy 
Kishibe Station Hotel 


Room count: 71 
Address : 564-0011 Ocaka,Ocaka,Kishibeminami1-25-3 
Geolocation: 135.5412269,34.776248 


wk w 
Shin-Osaka Station Hotel Annex 


Room count: 102 
Address : 533-0033Ocara,Ocara,Higashi-yodogawa Higashi-nakajima 1-15-2 
Geolocation: 135.5020454,34.7313972 


Kk 
Hotel Wing International Ikebukuro 


Room count: 85 
Address : 170-0013Tokuo, Toshima-ku, Higashiikebukuro 3-10-7 
Geolocation: 139.7185601,35.7322395 


Ye 
DayStay Hotel Dormy Inn Yatsuka 


Room count: 95 
Address : 340-0022Cantama,Cora,Sezaki 1-7-20 
Geolocation: 139.8033638,35.8148536 


Xr 
Hotel Wing International Nagoya 


Room count: 220 
Address : 460-0003Antn,Haroa,Naka-ku Nishiki 1-4-11 
Geolocation: 136.8965546,35.1724306 


te we a 
Dormy Inn Matsumoto 


350. 


351. 


352. 


353. 


354. 


355. 


Room count: 117 
Address : 390-0815HaraHo,Mauymoto,Fukashi 2-2-1 
Geolocation: 137.9687348,36.2309833 


kh w 
Hotel MyStays Asakusa-bashi 


Room count: 138 
Address : 111-0053Toruo, Taito-ku Asakusabashi 1-5-5 
Geolocation: 139.7835025191307,35.697041939205505 


Yd 
MyStays Shin-Urayasu 


Address : 279-0014 Tokno,Meikai 2-1-4 
Geolocation: 139.915673732758,35.6437788146505 


Ye 
Mystays Ochanomizu#47-Akihabara 


Room count: 142 
Address : 101-0063Tokuo,Chiyoda-ku Kanda Awaji-Cho 2-10-6 
Geolocation: 139.7684414,35.697375 


kk 
Tokyo Green Hotel Korakuen 


Room count: 135 
Address : 112-0004Tokuo,Bunkyo-ku Koraku 1-1-3 
Geolocation: 139.7526005,35.7026517 


Kk 
Dormy Inn Kumamoto 


Room count: 294 
Address : 860-0804KymamoTo,KymamoTo,Karashima-cho 3-1 
Geolocation: 130.7025889,32.7994089 


kk 
Dormy Inn Premium Sapporo 


Room count: 156 
Address : 060-0062Xokkango,Cannopo,Chuo-ku Minami 2-jo Nishi 6-Chome 4-1 


356. 


357. 


358. 


359. 


360. 


361. 


Geolocation: 141.348841,43.0570157 


wk w 
Ochanomizu St. HILLS HOTEL 


Room count: 150 
Address : 113-0034Tokuo,Bunkyo-ku Yushima 2-1-19 
Geolocation: 139.7664274,35.7032298 


Yeu 
Dormy Inn Tsu 


Room count: 173 
Address : 514-0009Mu,Tsu,374 Hadokoro 
Geolocation: 136.5111379,34.7322187 


te ve * 
Dormy Inn Niigata 


Room count: 242 
Address : 950-0084Huurata,Huurata,Chuo-ku Akashi 1-7-14 
Geolocation: 139.0645189,37.9162376 


kk 
Dormy Inn Toyama 


Room count: 208 
Address : 930-0084 Toama, Toama,Otemachi 4-8 
Geolocation: 137.2120995,36.6905581 


Kk 
Dormy Inn Obihiro 


Room count: 196 
Address : 080-0012Xorkauno,O6uxupo,Nishi Ni-jo-minami 9-11-1 
Geolocation: 143.2015085220337,42.92212660411965 


kik 
Dormy Inn Kurashiki 


Room count: 168 
Address : 710-00550Kaama,Kypacuxv, Achi 3-21-11 
Geolocation: 133.7688923,34.5969373 


362. 


363. 


364. 


365. 


366. 


367. 


368. 


kkk 
Dormy Inn Wakkanai 


Room count: 176 
Address : 097-0022Xokkango,BakkaHan,Chuo 2-7-13 
Geolocation: 141.6748349,45.4183083 


kA 
Dormy Inn Sendai Honkan 


Room count: 120 
Address : 980-0021 Musru,CeHgan,Aoba-ku Chuo 2-10-17 
Geolocation: 140.875436,38.2626769 


kkk 
Dormy Inn Akita 


Room count: 297 
Address : 010-0001 Akita,Akuta,2-3-1 Nakadoori 
Geolocation: 140.1240291,39.7175618 


Yd 
Dormy Inn Premium Otaru 


Room count: 224 
Address : 047-0032Xokkango,Otapy,Inaho 3-9-1 
Geolocation: 140.9947783,43.198536 


kk * 
Dormy Inn Soga 


Room count: 113 
Address : 260-0842Uv6a,Uu6a,Chuo-ku Minami-cho 2-15-4 
Geolocation: 140.13288974761963,35.581200944312805 


oe oe of 
Tokyu Stay Nishi Shinjuku 


Address : 160-0023 Tokuo, Shinjuku-ku, Nishishinjuku 5-9-8 
Geolocation: 139.6866874,35.6909233 


xx 


369. 


370. 


371. 


372. 


373. 


374. 


Sapporo Tokyu Inn 


Room count: 575 
Address : 064-8509Xorkango,Cannopo,Chuo-ku Minami 4-jo Nishi 5-1 
Geolocation: 141.351177,43.0549521 


KA 
Tokyu Stay Gotanda 


Room count: 
Address : 141-0022Toxno,Shinagawa-ku, Higashigotanda 1-12-2 
Geolocation: 139.7249609,35.6270516 


wk w 
Urbain Tokyo Haneda Kamata 


Room count: 100 
Address : 144-0051Tokuo,Ota-ku, Nishikamata 7-25-10 
Geolocation: 139.7129153,35.5635982 


* k * 
Dormy Inn Tomakomai 


Room count: 167 
Address : 053-0023Kokkango, Tomakomai,Nishikimachi 2-1-22 
Geolocation: 141.5995119,42.6337518 


kkk 
Hotel Centnovum Kyoto 


Room count: 70 
Address : 601-8004Kuoro,Kuoro,Minami-ku Higashi Kujo Higashi-Sanno-Cho 19-1 
Geolocation: 135.7623939,34.9839306 


wk w 
Hotel Listel Shinjuku 


Room count: 263 
Address : 160-0022Tokuo,Shinjuku-ku, Shinjuku 5-3-20 
Geolocation: 139.7113985,35.6929071 


Kk 
Shibuya City Hotel 


375. 


376. 


377. 


378. 


379. 


380. 


Room count: 57 
Address : 150-0044 Tokwo,Shibuya-ku, Maruyama-cho 1-1 
Geolocation: 139.6954134106636,35.65981117114024 


wk w 
Narita Tobu Hotel Airport 


Room count: 484 
Address : 286-01064uba,AaponopT Tokuo-Hapurta,Tokko 320-1 
Geolocation: 140.3808329,35.7800423 


LE E. 
Hotel Nihonbashi Saibo 


Room count: 126 
Address : 103-0013Tokuo,Chuo-ku, Nihonbashi, Ningyo-cho 3-3-16 
Geolocation: 139.7802577,35.6855823 


Kk 
Hotel MyStays Nihonbashi 


Room count: 
Address : 103-0006Toxno,Chuo-ku Tomizawa-cho Nihonbashi 11-19 
Geolocation: 139.78157937526703,35.68969651307745 


kkk 
Flexstay Inn Higashi-Ueno (Formerly: Weekly 


Mansion Higashi-Ueno) 


Room count: 
Address : 110-0015Tokuo,Taito-ku, Higashiueno 5-5-13 
Geolocation: 139.7820246219635,35.71281097165511 


kkk 
Hotel Arca Torre Roppongi 


Room count: 76 
Address : 1060032Torvo,Minato-ku, Roppongi 6-1-23 
Geolocation: 139.73162055015564,35.662687762431915 


we ve oy 
Candeo Hotels Ueno Park 


Room count: 268 
Address : 113-0003Tokuo,Taito-ku, Negishi 1-2-13 
Geolocation: 139.7796229,35.721995 


381. XRK 
Hotel Oaks Kyoto-Shijo 


Room count: 138 
Address : 600-8494Knoto,Kuoto,Shimogyo-ku Shijo Nishinotouin 59-61 
Geolocation: 135.75460731983185,35.00330219439476 


382. Yr W * 
Kyoto Ryokan Hirashin 


Room count: 27 
Address : 604-8141Knoto,Kuoto,Nakagyo-ku Takoyakushi-dori Takakura-Nishi 
Geolocation: 135.7615488767624,35.005929821997256 


383. dv yv yv 
Asuka Hotel 


Room count: 119 
Address : 160-0023Tokwo,Shinjuku-ku, Nishishinjuku 8-2-26 
Geolocation: 139.69564408063889,35.6972314474751 


384. XRK 
Hotel Mystays Yokohama 


Room count: 190 
Address : 231-0055Kanarasa,Mororama,Naka-ku Sueyoshi-cho 4-81 
Geolocation: 139.6228712,35.4388028 


385. Yr ir Yr 
Kyomachiya Ryokan Sakura 


Room count: 23 
Address : 600-8347Kworo,Kworo,Shimogyo-ku Aburanokoji Hanayacho Sagaru Butsuguya-cho 228 
Geolocation: 135.75394213199615,34.992041546948734 


386. ir ir Yr 
Hotel MyStays Kamata 


Room count: 116 
Address : 144-0052Toxno,Ota-ku Kamata 5-46-5 


Geolocation: 139.7159401,35.5601709 


387. Www 
Kaede Ryokan 


Room count: 
Address : 600-834 7 Knoto,Kuoto,Shimogyo-ku Aburanokoji Hanayacho Sagaru Butsuguya-cho 228 
Geolocation: 135.75400114059448,34.99204813900049 


388. Yr W wç 
Ginza Capital Hotel Main 


Room count: 256 
Address : 104-0045 Toxno,Chuo-ku Tsukiji 2-1-4 
Geolocation: 139.7735308,35.6701506 


389. 4v 4v X 
Refre Forum 


Room count: 62 
Address : 136-0072Tokwo,Koto-ku Ojima 7-37-11 
Geolocation: 139.842024,35.6918602 


390. Yr 3v w 
Castle Inn Kanazawa 


Room count: 194 
Address : 920-0852McukaBa,KaHaHn3aBa,Konohana 10-17 
Geolocation: 136.6526187,36.578012 


391. Jr W * 
Toko City Hotel Matsumoto 


Room count: 106 
Address : 390-0815HaraHo,Mauyworo,Fukashi 1-2-31 
Geolocation: 137.9661823,36.2307 166 


392. Yr Wç 3x 
Hotel Grand City 


Room count: 265 
Address : 170-0013Tokwo, Toshima-ku, Higashiikebukuro 1-30-7 
Geolocation: 139.71638023853302,35.731237619151095 


393. XRK 
Candeo Hotels Ozu Kumamoto Airport 


Room count: 152 
Address : 869-1235Kymamorto,Ozu,Muro 736-1 
Geolocation: 130.8594432,32.8748288 


394. dv oe s 
Hotel Vista Kyoto 


Room count: 215 
Address : 601-8002Knoto,Kuoto,Minami-ku Higashikujo Kamitonoda Cho 47 
Geolocation: 135.75841069221497,34.98368899094132 


395. Yr Vç w 
Tokyu Stay Meguro Yutenji 


Room count: 
Address : 153-0052Tokuo,Meguro, Yutenji 2-15-7 
Geolocation: 139.6905998,35.6360606 


396. Yr W wç 
Tokyu Stay Nihombashi 


Room count: 
Address : 103-0023Toxno,Chuo-ku Nihombashi-Honmachi 4-7-9 
Geolocation: 139.7749106,35.6900344 


397. kK 
Takayama Ouan 


Room count: 167 
Address : 506-0026[ oy, Takayama,Hanasato-machi 4-126 
Geolocation: 137.2518703,36.1386439 


398. w W wç 
Tokyu Stay Yotsuya 


Room count: 
Address : 160-0004Tokuo,Shinjuku-ku,Yotsuya 2-1 
Geolocation: 139.72665309906006,35.68644182865466 


399. de yv Yr 


400. 


401. 


402. 


403. 


404. 


405. 


Garden Hotel Kanazawa 


Room count: 160 
Address : 920-0853HcnxaBa,KaHaH3aBa,Honmachi 2-16-16 
Geolocation: 136.6499661,36.5771454 


te we a 
Kagoshima Tokyu Hotel 


Room count: 206 
Address : 890-0064Karocuma,Karocuma,Kamoike-Shinmachi 22-1 
Geolocation: 130.5600057,31.5556246 


wk w 
Okinawa Port Hotel 


Room count: 193 
Address : 900-0036 OkuHaBa,Haxa,Nishi 1-6-1 
Geolocation: 127.6723795,26.2127261 


wç w w 
Ramada Sapporo 


Room count: 178 
Address : 064-0805Xorrango,Cannopo,Chuo-ku Minami 5-jo Nishi 3-chome 7 
Geolocation: 141.3548184,43.0548273 


LE E. 
Court Hotel Hakata Ekimae 


Room count: 153 
Address : 812-0011ykeyora, Pyryora,Hakata-ku Hakata Ekimae 3-30-25 
Geolocation: 130.4135137796402,33.58991560881019 


WWW 
Kyoto Tower Hotel Annex 


Room count: 122 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Shinmachi-dori Shichijo-sagaru 
Geolocation: 135.7565438747406,34.98806864052583 


oe oe 
Hotel MyStays Sakaisuji-Honmachi 


406. 


407. 


408. 


409. 


410. 


411. 


Room count: 190 
Address : 541-0047Ocaka,Ocaka,Chuo-ku Awajimachi 1-4-8 
Geolocation: 135.5079453,34.6865469 


wk w 
Hotel Com-s Ginza 


Room count: 267 
Address : 1040061Toxno,Chuo-ku, Ginza 8-6-15 
Geolocation: 139.7601733,35.6682143 


KHA 
Hotel Com-s Osaka 


Room count: 408 
Address : 531-00720caka,Ocaka,Kita-ku Toyosaki 3-18-8 
Geolocation: 135.4967542,34.7101524 


we ve oy 
Hotel Com-s Fukuoka 


Room count: 310 
Address : 812-0011@yxyoka,Dyxyoka,Hakata-ku Hakata-Ekimae 2-8-15 
Geolocation: 130.4136451,33.5905493 


wç % w 
Hotel MyStays Kyoto-Shijo 


Room count: 224 
Address : 600-8494Kuoro,Kuoro,Shimogyo-ku Shijo-dori Aburanokoji Higashiiru Kasaboko-cho 52 
Geolocation: 135.754564,35.003962 


oe ve oe 
Akihabara Washington Hotel 


Room count: 369 
Address : 101-0025Tokuo,Chiyoda-ku Sakuma-Cho Kanda 1-8-3 
Geolocation: 139.7734772,35.6972974 


ww w 
Ryokan Asakusa Shigetsu 


Room count: 23 
Address : 111-0032Toruo, Taito-ku, Asakusa 1-31-11 


412. 


413. 


414. 


415. 


416. 


417. 


Geolocation: 139.79604452848434,35.71241025034391 


wk w 
Mitsui Garden Hotel Chiba 


Room count: 208 
Address : 260-86264Hn6a,4n6a,Chuo-ku Chuo 1-11-1 
Geolocation: 140.1215921,35.6104398 


te oe 
Mitsui Garden Hotel Osaka Yodoyabashi 


Room count: 306 
Address : 541-0043Ocaka,Ocaka,Chuo-ku Koraibashi 2-5-7 
Geolocation: 135.5042955,34.6900049 


* ve * 
Kyoto Dai-Ni Tower Hotel 


Room count: 303 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Higashinotoin-dori Shichijo-sagaru Higashi Shiokoji 570-1 
Geolocation: 135.7615384,34.9864415 


wk w 
Mitsui Garden Hotel Hiroshima 


Room count: 281 
Address : 730-0037 Xupocuma,Xupocuma,Naka-ku Naka-machi 9-12 
Geolocation: 132.45929092168808,34.38982398380433 


Kk 
Tokyu Stay Higashi Ginza 


Room count: 
Address : 104-0045Tokuo,Chuo-ku Tsukiji 4-11-5 
Geolocation: 139.7708311,35.6657649 


kk 
Shibuya Tobu Hotel 


Room count: 205 
Address : 1500042Tokuo,Shibuya-ku, Udagawa-cho 3-1 
Geolocation: 139.6987816,35.6631798 


418. 


419. 


420. 


421. 


422. 


423. 


424. 


* & 
Kawasaki Nikko Hotel 


Room count: 184 
Address : 2100024KaHaraBa,KaBacakn,Kawasaki-ku Nisshin-cho 1 
Geolocation: 139.69670355319977,35.53019187744175 


KA 
Hotel MyStays Kanda 


Room count: 126 
Address : 101-0032Tokuo,Chiyoda-ku Iwamoto-cho 1-2-2 
Geolocation: 139.7752356,35.6914731 


wk w 
Best Western Fukuoka Nakasu Inn 


Room count: 168 
Address : 810-0801@yxyoxa,Dyxyoka,Hakata-ku Nakasu 5-1-12 
Geolocation: 130.4048624,33.594221 


UE E 
Yamada Bessou 


Room count: 8 
Address : 874-0920Outa,benny,Kitahama 3-2-18 
Geolocation: 131.5036517,33.2820231 


wk w 
Best Western Hotel Fino Oita 


Room count: 145 
Address : 870-0046Owra,Oita,Niage-machi 1-32 
Geolocation: 131.6078639,33.2393077 


Kk 
Best Western Naha Inn 


Room count: 73 
Address : 9020067OxvHaBa, Haxa,Asato 2-8-8 
Geolocation: 127.6952859,26.2164179 


ai 


Hotel Aile 


Room count: 52 
Address : 874-0920Outa,benny,Kitahama 2-14-35 
Geolocation: 131.506857,33.2794595 


425. Yr W w 
Kyoto City Hotel 


Room count: 74 
Address : 602-0056a?? Knoto,Kuoto,Kamigyo-ku Horikawa Imadegawa-agaru Kita Funabashi-machi 857 
Geolocation: 135.751433,35.0308762 


426. Vç Vç w 
Kamogawakan 


Room count: 26 
Address : 604-8004Knoto,Kuoto,Nakagyo-ku Sanjo Ohashi Nishizume 
Geolocation: 135.7709014,35.0091699 


427. Yr Vç w? 
Mitsui Garden Hotel Yotsuya 


Room count: 121 
Address : 160-0004 Tokuo,Shinjuku-ku, Yotsuya 1-24 
Geolocation: 139.7275751,35.6868139 


428. kkk 
Court Hotel Hiroshima 


Room count: 111 
Address : 730-0022Xupocuma,Xupocuma,Naka-ku Kanayamacho 7-8 
Geolocation: 132.4686163,34.3916025 


429. Vç W wç 
Satomo Ryokan 


Room count: 20 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Kizuyabashi-dori Muromachinishi-iru Higashishiokoji-cho 579 
Geolocation: 135.75820684432983,34.98767529472061 


430. KAK 
Ryokan Kamogawa Asakusa 


431. 


432. 


433. 


434. 


435. 


436. 


Room count: 13 
Address : 111-0032Toxno, Taito-ku, Asakusa 1-30-10 
Geolocation: 139.7958055,35.7121686 


wk w 
Central Hotel Fukuoka 


Room count: 274 
Address : 810-00040ykyoka,®yxyoxa,Chuo-ku Watanabedori 4-1-2 
Geolocation: 130.4035071,33.5847997 


te we a 
Meitetsu Inn Nagoya Nishiki 


Room count: 280 
Address : 460-0003AnTu,Haroa,Naka-ku Nishiki 3-3-22 
Geolocation: 136.9047455,35.172742 


* we * 
Village Kyoto 


Room count: 81 
Address : 604-8804Kuoro,Kuoro,Nakagyo-ku Mibu-Bojo-cho 5 
Geolocation: 135.7475182414055,35.003767967314204 


kkk 
Ryokan Wakamiya 


Room count: 15 
Address : 600-8310Kuoro,Kuoro,Shimogyo-ku Shichijo-dori Nishi-no-touin-higashi-iru Ebisu-cho 701 
Geolocation: 135.7551383972168,34.99006610485947 


Ye 
Ryokan Sanoya 


Room count: 45 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Higashinotoin-dori Nanajyo-sagaru 2 Higashishiokoji-cho 539 
Geolocation: 135.76337814331055,34.988519118036905 


kk 
Hotel Sunroute Sapporo 


Room count: 78 
Address : 060-0807Xorkauno,Cannopo,Kita-ku Kita 7-jo Nishi 1-1-22 


Geolocation: 141.353552,43.070518 


437. hk % 
Hotel Vibrant Otaru 


Room count: 58 
Address : 047-0031Xokkanno,Orapy,lronai 1-3-1 
Geolocation: 141.00211322307587,43.19730415593767 


438. wy W wç 
Hotel Wing International Himeji 


Room count: 111 
Address : 670-0921Xëro,Himeji,Wata-Machi 132 
Geolocation: 134.6937153,34.8325665 


439. ir Wç w 
Hotel Resol Trinity Sapporo 


Room count: 303 
Address : 060-0042Xorrango,Cannopo,Chuo-ku Odori Nishi 5-3 
Geolocation: 141.3501741,43.0596571 


440. Vç Vç w 
Sun Members Tokyo Shinjuku 


Room count: 179 
Address : 160-0023Tokuo,Shinjuku-ku, Nishishinjuku 3-5-13 
Geolocation: 139.6921203,35.6862518 


441. Vç yv w 
Hotel Hamilton Sapporo 


Room count: 104 
Address : 060-0061Xorrango,Cannopo,Chuo-ku Minami 1-jo Nishi 15-chome 1-238 
Geolocation: 141.33425384759903,43.05670470826616 


442. RRK 
Hotel Vista Sapporo Nakajima Koen 


Room count: 113 
Address : 064-0809Xokkango,Cannopo,Chuo-ku Minami 9-jo Nishi 4-5 
Geolocation: 141.352801322937,43.0483885766694 


443. Www 
Shin-Osaka Sunny Stone Hotel 


Room count: 232 
Address : 532-00110caka,Ocaka, Yodogawa-ku, Nishinakajima 4-12-2 
Geolocation: 135.4955404,34.7271281 


444. KRK 
Hotel Hillarys 


Room count: 148 
Address : 556-0006Ocaka,Ocaka,Naniwa-ku Nippombashi 3-4-10 
Geolocation: 135.5061462,34.6613691 


445. 3v IP w 
New Oriental Hotel 


Room count: 119 
Address : 550-00050caka,Ocaka,Nishi-ku Nishi-honmachi 2-6-10 
Geolocation: 135.4895805,34.6818361 


446. Wç Vç w 
Dai-ichi Sunny Stone Hotel 


Room count: 445 
Address : 564-00520caka,Suita,Hiroshibamachi 10-3 
Geolocation: 135.4977007,34.7570607 


447. NAK 
Citadines Shinjuku Tokyo 


Room count: 160 
Address : 160-0022Toxno,Shinjuku-ku, Shinjuku 1-28-13 
Geolocation: 139.7131345,35.6909574 


448. Yr yv iv 
Hearton Hotel Nishi Umeda 


Room count: 471 
Address : 530-0001Ocara,Ocara,Kita-ku Umeda 3-3-55 
Geolocation: 135.49300074577332,34.70023648566978 


449. RRK 


Hotel Alpha Kyoto 


Room count: 119 
Address : 604-8006KuoTo,KnoTo,Nakagyo-ku Kawaramachi-dori Sanjo-agaru Nishigawa 
Geolocation: 135.76873183250427,35.009690961465246 


450. KAK 
Best Western Joytel Osaka 


Room count: 229 
Address : 5590024Ocara,Ocara,Suminoe-ku Shinkitashima 1-2-1 
Geolocation: 135.47271251678467,34.60864544063498 


451. Vç Vç w 
Shinjuku New City Hotel 


Room count: 400 
Address : 160-0023Tokwo,Shinjuku-ku, Nishishinjuku 4-31-1 
Geolocation: 139.68833774328232,35.68853974286136 


452. Vç Vç w 
Hotel Brighton City Kyoto Yamashina 


Room count: 100 
Address : 607-8012Knoto,Kuoto,Yamashina-ku Anshu Sajiki 23 
Geolocation: 135.8167021,34.9914227 


453. 4v 4x d 
Hotel lida 


Room count: 27 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Siokoji-agaru Akezu-dori Higashigawa 
Geolocation: 135.76050281524658,34.987635740289264 


454. IP IP AP 
Remm Akihabara 


Room count: 260 
Address : 101-0025Tokuo,Chiyoda-ku Kanda Sakumacho 1-6-5 
Geolocation: 139.77371782064438,35.69791541610446 


455. Vç wç w€ 
Hotel Sardonyx Tokyo 


Room count: 135 
Address : 104-0032Toxno,Chuo-ku Hacchobori 1-13-7 
Geolocation: 139.7786969,35.67665 


456. Vç Vç w 
Hearton Hotel Higashi-Shinagawa 


Room count: 448 
Address : 140-0002Toxno,Shinagawa-ku, Higashishinagawa 4-13-27 
Geolocation: 139.750357,35.6103043 


457. Yr w IP 
Center Hotel Narita 


Room count: 130 
Address : 2860033Un6a,AsponopT Tokuo-Haputa,Hanasaki-cho 922 
Geolocation: 140.3156254,35.7753105 


458. hk w 
Hotel Wing International Chitose 


Room count: 152 
Address : 066-0062Kokkango,Chitose,Chiyoda-cho 2-2-10 
Geolocation: 141.6458679,42.8237377 


459. kkk 
Tokyo Green Palace 


Room count: 250 
Address : 102-0084 Toxno,Chiyoda-ku, Niban-cho 2 
Geolocation: 139.738041,35.6872642 


460. Yr & iv 
Yudanaka Seifuso 


Room count: 15 
Address : 381-0401 HaraHo,Amanytu, Hirao 3268 
Geolocation: 138.413119018078,36.7420415890292 


461. 3v IP w 
Nakatono Hotel 


Room count: 40 
Address : 060-0061 Xoxkango,Cannopo,Chuo-ku Minami 1-jo Nishi 7 


Geolocation: 141.34702652692795,43.05869586539145 


462. X IP % 
Hotel Sunroute Kawasaki 


Room count: 278 
Address : 210-0006KanaraBa,KaBacaku,Kawasaki-ku Isago 2-11-17 
Geolocation: 139.701762199402,35.5301787805992 


463. KAK 
Nishitetsu Inn Shinjuku 


Room count: 302 
Address : 160-0023Tokwo,Shinjuku-ku, Nishishinjuku 7-23-2 
Geolocation: 139.6944115,35.694362 


464. dv Vç x 
Hotel Unizo Osaka Yodoyabashi 


Room count: 333 
Address : 541-0043Ocara,Ocara,Chuo-ku Koraibashi 4-2-7 
Geolocation: 135.50001740455627,34.689756921542646 


465. 3v IP AF 
Hotel Unizo Shimbashi 


Room count: 233 
Address : 105-0004Toxno,Minato-ku, Shimbashi 3-5-2 
Geolocation: 139.755009,35.666475 


466. Yr wy w 
Hotel Unizo Shibuya 


Room count: 186 
Address : 150-0042Tokuo,Shibuya-ku, Udagawa-cho 4-3 
Geolocation: 139.69798028469086,35.66249599290321 


467. Vç W w 
Hotel Unizo Kyoto 


Room count: 158 
Address : 604-8032Knoto,Kuoto,Nakagyo-ku Kawaramachi-dori Sanjo-kudaru 
Geolocation: 135.76820611953735,35.00975247399121 


468. 


469. 


470. 


471. 


472. 


473. 


474. 


wk w 
Hotel Unizo Asakusa 


Room count: 121 
Address : 111-0032Toruo, Taito-ku, Asakusa 1-9-2 
Geolocation: 139.79266226291656,35.711642558509034 


Ye 
Hotel JAL City Tamachi Tokyo 


Room count: 160 
Address : 108-0023Toxno,Minato-ku, Shibaura 3-16-18 
Geolocation: 139.7491471,35.6418283 


kk 
Tokyo Prince Hotel 


Room count: 462 
Address : 105-8560Toxno,Minato-ku, Shibakoen 3-3-1 
Geolocation: 139.7480634,35.6590734 


ike * 
Shinagawa Prince Hotel 


Room count: 3679 
Address : 108-8611Tokno,Minato-ku, Takanawa 4-10-30 
Geolocation: 139.7357572,35.6279296 


wç w w 
Best Western Hotel Kansai Airport 


Room count: 270 
Address : 5980021Ocaka,Ocaka,Hineno 4066 
Geolocation: 135.3299428,34.3894723 


kkk 
Hotel JAL City Haneda Tokyo 


Room count: 308 
Address : 144-0042Toxno,Ota-ku, Asahi-cho, Haneda 4-11 
Geolocation: 139.7480301,35.5516924 


ku 


475. 


476. 


477. 


478. 


479. 


480. 


Hotel Riverge Akebono 


Room count: 142 
Address : 910-0006Fukui,®yxyu,Chuo 3-10-12 
Geolocation: 136.2143945,36.0621589 


LE E. 
Otsu Prince Hotel 


Room count: 540 
Address : 520-8520Cura,Otsu,Nionohama 4-7-7 
Geolocation: 135.88914155960083,35.00511254218674 


wk w 
Shin Yokohama Prince Hotel 


Room count: 904 
Address : 222-8533KaHaraBa,/okorama,Kohoku-ku Shin-Yokohama 3-4 
Geolocation: 139.619643688202,35.50976504487 


*cko* 
Okayama View Hotel 


Room count: 97 
Address : 700-0821Okanma,Okaama,Kita-ku, Nakasange 1-11-17 
Geolocation: 133.92837 166786194 ,34.66339336480814 


Ye 
Hotel MyStays Maihama 


Room count: 90 
Address : 279-0025Toxno, Tekko-dori 3-5-1 
Geolocation: 139.8923522,35.6328464 


Www w 
Matsubaya Ryokan 


Room count: 25 
Address : 600-8150Kuoro,Kuoro,Shimogyo-ku Kamijuzuyamachidori Higashinotoinnishiiru Kamijuzuyamachi 329 
Geolocation: 135.76083406805992,34.99219206533119 


oe oe 
Reiah Hotel Otsu Ishiyama 


Room count: 83 
Address : 520-0832Cura,Otsu,Awazucho 9-21 
Geolocation: 135.9005117,34.9786591 


481. wk w 
Hearton Hotel Kita Umeda 


Room count: 330 
Address : 531-00720caka,Ocaka,Kita-ku Toyosaki 3-12-10 
Geolocation: 135.49829006 195068,34.71011499413554 


482. Yr % iv 
Vista Hotel Kamata 


Room count: 105 
Address : 144-0051Toruo,Ota-ku, Nishikamata 8-20-11 
Geolocation: 139.7137737,35.5598154 


483. XRK 
Ryokan Murayama 


Room count: 20 
Address : 506-0031Tnoy, Takayama,Nishinoisshikimachi 3-829 
Geolocation: 137.23896861076355,36.13425282766049 


484. Yr W w 
Yamatoya Honten Ryokan Osaka 


Room count: 39 
Address : 542-0082Ocara,Ocara,Chuo-ku Shimanouchi 2-17-4 
Geolocation: 135.506471,34.6692126 


485. Yr yv IP 
Hotel New Matsumi 


Room count: 30 
Address : 874-0920Outa,benny,Kitahama 3-14-8 
Geolocation: 131.5072653,33.2812538 


486. Yr Vç yv 
Nagoya Rich Hotel Nishiki 


Room count: 103 
Address : 460-0003Ah11,Haroa,Naka-ku Nishiki 1-8-22 


487. 


488. 


489. 


490. 


491. 


492. 


Geolocation: 136.89446032047272,35.17019944881364 


w w w 
The Palace Side Hotel 


Room count: 120 
Address : 602-8011Kuoro,Kuoro,Kamigyo-ku Karasumadori Shimodachiuri Agaru Okakuen-cho 380 
Geolocation: 135.75885593891144,35.02059553068628 


Kk 
Heidi Hof 


Room count: 18 
Address : 399-9301 HaraHo,Xaxy6a-Mypa,Hokujo 3012 
Geolocation: 137.8435689,36.6938161 


kkk 
Hotel Kizankan 


Room count: 125 
Address : 113-0033Tokno,Bunkyo-ku Hongo 4-37-20 
Geolocation: 139.7597082,35.7078957 


kkk 
Hotel Patina Ishigakijima 


Room count: 27 
Address : 907-00110xwHaBa,|shigaki Island, Yashimacho 1-8-5 
Geolocation: 124.1598336,24.3346768 


wç w w 
Daiichi Fuji Hotel 
Room count: 179 


Address : 453-0015Antn,Haroa,Nakamura-ku Tsubaki-cho 13-17 
Geolocation: 136.8796867,35.1688778 


kik 
BlueWave Inn Asakusa 


Room count: 190 
Address : 111-0032Toruo, Taito-ku, Asakusa 2-33-7 
Geolocation: 139.7980746,35.7151795 


493. 


494. 


495. 


496. 


497. 


498. 


499. 


oe ve vr 
Ishiba Ryokan 


Room count: 18 
Address : 036-8355Aomopu, Xupocaku,Mototera-machi 55 
Geolocation: 140.46964645385742,40.605677 22153606 


te vy ve 
Ryokan Rikiya 


Address : 605-0825Kworo,Kworo,Higashiyama-ku Shimokawara-cho 463-23 
Geolocation: 135.7797610759735,35.00028778856284 


kkk 
Ryokan Gizan 


Room count: 24 
Address : 506-1432. ndby, Takayama,Okuhidaonsengo Hitoegane 522-1 
Geolocation: 137.524672150612,36.2416080629315 


kkk 
Mielparque Matsuyama 


Room count: 53 
Address : 790-0858Ehime,Matsuyama,Dogo Himezuka 123-2 
Geolocation: 132.78934478759766,33.85012036348152 


* oo 
Best Western Hotel Takayama 


Room count: 78 
Address : 506-0026[ noy, Takayama,Hanasato 6-6 
Geolocation: 137.25294828414917,36.14171737902951 


te we a 
Ryokan Izuyasu 


Room count: 10 
Address : 600-8156KuoTo,KuoTo,Shimogyo-ku Higashinotoin-dori Shimo Juzuyamachi-agaru Sasaya-cho 272 
Geolocation: 135.76125919818878,34.990903311387875 


kuw 


500. 


501. 


502. 


503. 


504. 


505. 


Hotel New Hiroden 


Room count: 256 
Address : 732-0821Xupocuma,Xupocuma,Minami-ku Osuga-cho 14-9 
Geolocation: 132.472113,34.3984213 


kkk 
Kyoto Rich Hotel 


Room count: 109 
Address : 600-8029KuoTo,KuoTo,Shimogyo-ku Kawaramachi-dori Gojo-agaru 751 
Geolocation: 135.76658606529236,34.99731721587087 


kkk 
Fujita Kanko Washington Hotel Asahikawa 


Room count: 260 
Address : 070-0030Xokkango,AcaxukaBa,Miyashita-dori 7 
Geolocation: 142.3582997918129,43.76479291885524 


wk 
Best Western Hotel Kyoto 


Room count: 84 
Address : 604-8034 Knoto,Kuoto,Nakagyo-ku Kawaramachi-Rokkaku Matsugae-cho 457 
Geolocation: 135.76821148395538,35.00773791471574 


W ç te 
Hirosaki Park Hotel 


Room count: 121 
Address : 036-8182Aomopu,Xupocaku,Dotemachi 126 
Geolocation: 140.47565460205078,40.598789926346335 


www 
Fujimien 
Room count: 26 


Address : 250-0631 KaHaraBa,Hakone,Sengokuhara 1245 
Geolocation: 138.998390436172,35.2444432136597 


te we a 
Kashoutei Hanaya 


Room count: 21 
Address : 059-0551 Xoxkango,Noboribetsu,Noboribetsu Onsen-cho 134 
Geolocation: 141.1472711,42.488466 


506. ov 3v iv 
Ark Hotel Hiroshimaeki Minami 


Room count: 214 
Address : 732-0806Xupocuma,Xupocuma,Minami-ku Nishikojin-machi 1-45 
Geolocation: 132.4771071,34.3938162 


507. Fe je & 
Hodakaso Yamano lori 


Room count: 23 
Address : 506-0008Iucby, Takayama,Hatsudacho 1-58 
Geolocation: 137.2531145811081 ,36.14327691701976 


508. Jr je Ye 
Yasekamaburo Onsen Furusato 


Room count: 12 
Address : 601-1253Knoto,Kuoto,Sakyo-ku Yasekonoe 239 
Geolocation: 135.817773342133,35.082910809542 


509. *Yr Vç % 
Tokyu Stay Kamata 


Room count: 
Address : 144-0052Toxno,Ota-ku, Kamata 4-23-1 
Geolocation: 139.72157835960388,35.560784629699874 


510. Jr Wç we 
Valie Hotel Tenjin 


Room count: 77 
Address : 810-0041 ®ykyoka,®yxyoka,Chuo-ku Dimyo 2-8-12 
Geolocation: 130.3946799,33.5905851 


511. wi 
Ark Hotel Royal Fukuoka Tenjin 


Room count: 163 
Address : 810-0001 Oyxyoxa,®yxyoka,Chuo-ku Tenjin 3-13-20 


512. 


513. 


514. 


515. 


516. 


517. 


Geolocation: 130.3961381,33.5942736 


wk w 
Valie Hotel Akasaka 


Room count: 62 
Address : 810-0042@yxyoxa,Dyxyoka,Chuo-ku Akasaka 1-15-31 
Geolocation: 130.3879888,33.5895628 


KHA 
Hotel Sunroute Umeda 


Room count: 217 
Address : 531-00720caka,Ocaka,Kita-ku Toyosaki 3-9-1 
Geolocation: 135.499715,34.7094776 


* ve * 
Sunplaza Rinkai 


Room count: 59 
Address : 531-0072Ocara,Ocara,Kita-ku Toyosaki 4-4-16 
Geolocation: 135.5010427,34.7119912 


wk w 
Hotel Abashirikoso 


Room count: 159 
Address : 099-2421Xorkauno,Abawupu,Yobito 78 
Geolocation: 144.2183422,43.9827041 


UE E 
Asanokan 


Room count: 18 
Address : 5190609Mu,Ise,Futamicho Chaya 537-10 
Geolocation: 136.78109407424927 ,34.50804193325383 


XRF 
Kagariya 
Room count: 27 


Address : 093-0135Xorrango,Abawmpu,Ubaranai 60-3 
Geolocation: 144.116267859936,44.0129962065991 


518. sç Wç & 
Kansai Airport Washington Hotel 


Room count: 504 
Address : 5988522Ocara,Izumi-Sano,Rinku Orai-kita 1-7 
Geolocation: 135.3014225,34.4111915 


519. Jr je ¥& 
Hotel il Grande Umeda 


Room count: 280 
Address : 530-0047Ocara,Ocara,Kita-ku Nishi-Tenma 3-5-23 
Geolocation: 135.50864338874817,34.69734327060773 


520. fr % ¥ 
Chisun Hotel Shinsaibashi 


Room count: 302 
Address : 542-0081Ocara,Ocara,Chuo-ku Minami-Senba 2-4-10 
Geolocation: 135.5057653,34.6756703 


521. Yr * * 
Royal Hotel Kawaguchiko 


Room count: 38 
Address : 401-0301 Amanacu,Fujikawaguchiko,Funatsu 6713-22 
Geolocation: 138.7627218,35.5062712 


522. kk 
Matsumoto Tokyu Inn 


Room count: 160 
Address : 390-0815Harauo,Mauyworo,Fukashi 1-3-21 
Geolocation: 137.9665268,36.2296445 


523. Jr je ir 
Asukasou 


Room count: 27 
Address : 630-8301Hapa,Hapa, Takabatake-cho 1113-3 
Geolocation: 135.83241820335388,34.68052224974416 


524. ste oe dr 


Court Hotel Niigata 


Room count: 159 
Address : 950-0901 Huurata,Huurata,Chuo-ku Benten 2-3-35 
Geolocation: 139.0575917,37.9149763 


525. Wk * 
Hotel Lungwood 


Room count: 126 
Address : 116-0014Toxno,Arakawa-ku, Higashinippori 5-50-5 
Geolocation: 139.7729759,35.7279857 


526. WWW * 
Hotel MyStays Higashi-Ikebukuro 


Room count: 174 
Address : 170-0013Tokno, Toshima-ku, Higashi Ikebukuro 4-39-13 
Geolocation: 139.7239014,35.7294483 


527. KAK 
Hotel MyStays Gotanda 


Room count: 108 
Address : 141-0022Toxno,Shinagawa-ku, Higashigotanda 2-5-4 
Geolocation: 139.7284233570099,35.6252883540957 


528. Yr & ir 
Smile Hotel Okinawa Naha 


Room count: 128 
Address : 9000016OkuHaBa,Haxa,Maejima 3-24-1 
Geolocation: 127.6836167,26.2231529 


529. Vç 3v iv 
Beach Hotel Sunshine 


Room count: 76 
Address : 907-0024OkuHasa, |shigaki Island, Arakawa 2484 
Geolocation: 124.1211745,24.3594272 


530. Ye je ¥& 
Hotel Crown Palais Aomori 


531. 


532. 


533. 


534. 


535. 


536. 


Room count: 44 
Address : 030-0802Aomopu,Aomopu,Honcho 5-5-4 
Geolocation: 140.7532095909119,40.82582572138928 


wk w 
Ark Hotel Okayama 


Room count: 181 
Address : 700-0907Oxaama,Okaama,Kita-ku Shimoishii 2-6-1 
Geolocation: 133.9183046,34.660531 


kkk 
Mitsui Garden Hotel Kamata 


Room count: 221 
Address : 144-0052Toxno,Ota-ku, Kamata 5-19-12 
Geolocation: 139.7183758020401,35.562176717241194 


Kr 
Gion Yoshiima 


Room count: 17 
Address : 605-0088Kuoto, Kuoto, Higashiyama-ku Nishino-cho 229 
Geolocation: 135.7739943265915,35.0062022467 86415 


wk w 
Hotel Crown Palais Kokura 


Room count: 90 
Address : 802-0077@yxyoxa,KuTaktocto,Kokurakita-ku Bashaku 1-2-1 
Geolocation: 130.877 1466,33.8818956 


Ye 
Ryokan Ohto 


Room count: 13 
Address : 605-0994 Knoto,Kuoto,Higashiyama-ku Nanajo-Kamogawa-higashi Hitosujime-minami-sagaru 
Geolocation: 135.76868891716003,34.98878061360131 


kk 
Chisun Hotel Shinagawa West 


Room count: 225 
Address : 140-0015Toxno,Shinagawa-ku, Nishi Oi 6-1-1 


537. 


538. 


539. 


540. 


541. 


542. 


Geolocation: 139.7131683,35.6015459 


kek 
Hoseikan 


Room count: 55 
Address : 699-0201Shimane,Matsue, Tamatsukuri Tamayu 1191-1 
Geolocation: 133.0094948,35.4153395 


UE E. 
Hotel Grand Fresa Akasaka 


Room count: 136 
Address : 107-0052Toxno,Minato-ku, Akasaka 6-3-17 
Geolocation: 139.7355225,35.6711355 


kk Wx 
Chisun Inn Asakusa 


Room count: 200 
Address : 111-0043Tokuo,Taito-ku Komagata 1-4-17 
Geolocation: 139.7943976,35.7068385 


wk w 
Hotel Avanshell Akasaka 


Room count: 71 
Address : 107-0052Toxno,Minato-ku Akasaka 2-14-14 
Geolocation: 139.7374141216278,35.67172655812712 


kr 
Loisir Hotel Naha 


Room count: 417 
Address : 900-0036OxvHaBa,Haxa,Nishi 3-2-1 
Geolocation: 127 .665992975235,26.213753616953948 


oe oe of 
Chisun Inn Sano Fujioka IC 


Room count: 92 
Address : 327-0821 Toturu,Sano, Takahagi 1344-1 
Geolocation: 139.599873,36.2966241 


543. 


544. 


545. 


546. 


547. 


548. 


549. 


wk w 
Chisun Inn Utsunomiya Kanuma 


Room count: 98 
Address : 320-0851Toturu,YuyHomua, Tsurutacho 3020-1 
Geolocation: 139.8633116,36.5505401 


we ve oy 
Chisun Hotel Shin-Osaka 


Room count: 399 
Address : 532-00110caka,Ocaka, Yodogawa-ku Nishi-nakajima 6-2-19 
Geolocation: 135.49787163734436,34.72939232759389 


wk w 
Chisun Hotel Kobe 


Room count: 290 
Address : 650-0027Xëro,Ko6e,Chuo-ku Nakamachi-dori 2-3-1 
Geolocation: 135.1756381,34.6796172 


kkk 
Chisun Inn Umeda 


Room count: 83 
Address : 550-0002Ocara,Ocara,Nishi-ku Edobori 1-3-25 
Geolocation: 135.4968323,34.6914073 


wk w 
Loisir Hotel Hakodate 


Room count: 200 
Address : 040-0063Xoxxanno,Hakodate,Wakamatsu-cho 14-10 
Geolocation: 140.7264464,41.7728261 


te ve oe 
Chisun Grand Sapporo 


Room count: 167 
Address : 064-0808 Xoxkkango,Cannopo,Chuo-ku Minami 8-jo Nishi 5-chome 
Geolocation: 141.35183572769165,43.049925274178776 


kkk 


Chisun Inn Osaka Hommachi 


Room count: 130 
Address : 54 1-00590caka,Ocaka,Chuo-ku Hakurou-cho 2-3-8 
Geolocation: 135.5048709,34.6781811 


550. Yr Yr YY 
Chisun Hotel Sapporo 


Room count: 162 
Address : 060-0002Xokkanno,Cannopo,Chuo-ku Kita 2-jo Nishi 2-9 
Geolocation: 141.3538235,43.0640428 


551. Je 3v iv 
Okinawa Ocean Front 


Room count: 
Address : 904-01130xwHaBa,Chatan,Miyagi 1-60 
Geolocation: 127.7447289,26.3284542 


552. Jr ar ik 
Superior 


Room count: 
Address : 904-0116OxmHaBa,Chatan,Chatan 2-16-2 
Geolocation: 127.7597151,26.3049927 


553. dv Vç ok 
Hotel Route-Inn Aomori Ekimae 


Room count: 182 
Address : 030-0801Aomopu,Aomopu,Shinmachi 1-1-24 
Geolocation: 140.7358263,40.8285572 


554. ir 3v & 
Beachside Condominium 


Room count: 
Address : 904-0116OxmHaBa,Chatan,Chatan 2-16-2 
Geolocation: 127.7597151,26.3049927 


555. *& je & 
Hotel Route-Inn Osaka Honmachi 


556. 


557. 


558. 


559. 


560. 


561. 


Room count: 346 
Address : 550-00050caka, Ocaka,2-6-6 Nishi-hommachi Nishi 
Geolocation: 135.4898749,34.6819139 


wk *& 
Hotel Grantia Ishigaki 


Room count: 192 
Address : 907-0014Okuuasa,Ishigaki Island,Shineicho 21 
Geolocation: 124.1513113,24.3425829 


kkk 
Hotel Route-Inn Tokyo Asagaya 


Room count: 224 
Address : 166-0015Toxno,Suginami-ku, Naritahigashi 5-35-14 
Geolocation: 139.6332826,35.7000656 


* ve * 
Hotel Route-Inn Sapporo Chuo 


Room count: 389 
Address : 064-0805Xorrango,Cannopo,Chuo-ku Minami 5-jo Nishi 5-13-1 
Geolocation: 141.3512604,43.0543939 


wk w 
Hotel Route-Inn Hakata Ekiminami 


Room count: 128 
Address : 812-0016@yxyoxa,Dyxyoka,Hakata-ku Hakataeki-minami 2-8-19 
Geolocation: 130.4237973690033,33.5821353207056 


kkk 
Hotel Route-Inn Matsue 


Room count: 158 
Address : 690-0842Shimane,Matsue,Higashihonmachi 2-22 
Geolocation: 133.057227 ,35.4690458 


kk 
Hotel Route-Inn Tokyo Toyocho 


Room count: 271 
Address : 135-0016Tokuo,Koto-ku Toyo 2-3-12 


562. 


563. 


564. 


565. 


566. 


567. 


Geolocation: 139.81690406799316,35.66784183182953 


kk w 
Hotel Route-Inn Sapporo Ekimae Kitaguchi 


Room count: 300 
Address : 060-0807Xorkauno,Cannopo,Kita-ku 7-jo Nishi 4-2-2 
Geolocation: 141.34913742542267,43.06922871625442 


kkk 
Hotel Route-Inn Nago 


Room count: 147 
Address : 9050021 OkuHasBa,Nago,Higashie 5-11-3 
Geolocation: 127 .9848828,26.5803394 


wk w 
Hotel Route-Inn Kumamoto Ekimae 


Room count: 170 
Address : 860-0047KymamoTo,KyMamoTo,Kasuga 1-14-19 
Geolocation: 130.6916179,32.790751 


KKK 
Hotel Grantia Komatsu Airport 


Room count: 41 
Address : 923-0004VUcukaBa,Komauy,Nagasakicho 4-116-1 
Geolocation: 136.431347,36.4190874 


kkk 
Hotel Route-Inn Hakata Ekimae 


Room count: 253 
Address : 812-0011bykyoka,bykyoka,Hakata-ku Hakata Ekimae 1-1-20 
Geolocation: 130.41887819766998,33.59157257209348 


kk w 
Hotel Grantia Hakodate Goryokaku 


Room count: 250 
Address : 040-0011Xokkango,Hakodate,Hon-cho 11-10 
Geolocation: 140.7514715194702,41.79192066832617 


568. 


569. 


570. 


571. 


572. 


573. 


574. 


oe ve oe 
Ark Hotel Kyoto 


Room count: 160 
Address : 604-8811Knoto,Knoto,Nakagyo-ku Mibu Gayogosho-cho 1 
Geolocation: 135.74772477 149963,35.003249465217905 


* ve * 
Hotel Grantia Akita Spa Resort 


Room count: 240 
Address : 010-0001Akita,Akuta,Naka-dori 5-2-1 
Geolocation: 140.1174022,39.7129954 


wk * 
Hotel Route-Inn Kawaguchiko 


Room count: 119 
Address : 401-0303 AmaHacn,F ujikawaguchiko,Azagawa 366-1 
Geolocation: 138.7744761,35.5124791 


KHA 
Hotel Route-Inn Hirosaki Ekimae 


Room count: 212 
Address : 036-8003A0mopn,Xupocaxn,Ekimae-cho 5-1 
Geolocation: 140.4836158,40.5987253 


wk w 
Hotel Route-Inn Chitose Ekimae 


Room count: 200 
Address : 066-0062Xokkango,Chitose,Chiyoda-cho 5-3-1 
Geolocation: 141.6494869,42.8264625 


oe ve or 
Ark Hotel Tokyo Ikebukuro 


Room count: 110 
Address : 170-0013Tokuo, Toshima-ku, Higashi Ikebukuro 3-5-5 
Geolocation: 139.7170853,35.7312201 


kkk 


Hiroshima Intelligent Hotel Annex 


Room count: 225 
Address : 732-0827 Xupocuma,Xupocnma,Minami-ku Inari-machi 3-27 
Geolocation: 132.47034966945648,34.39239148374653 


575. Vç Vç we 
Tokyo Dai-ichi Hotel Naha City Resort 


Room count: 225 
Address : 900-00330kuHaBa,Haxa,Kume 2-32-1 
Geolocation: 127.6742512,26.2177534 


576. Ww % ¥ 
Hotel Route-Inn Naha 


Room count: 150 
Address : 9000036OxvHaBa,Haxa,Nishi 2-25-12 
Geolocation: 127.6677991 ,26.2142509 


577. RK 
Hotel Route-Inn Gotanda 


Room count: 191 
Address : 141-0031Toxno,Shinagawa-ku, Nishigotanda 6-13-1 
Geolocation: 139.7176284,35.6202994 


578. dv oe s 
Chisun Inn Nagoya 


Room count: 375 
Address : 453-0014An1n,Haroa,Nakamura-ku Noritake 1-12-8 
Geolocation: 136.8777313,35.172269 


579. Wwe 
Hotel Sunlite Shinjuku 


Room count: 197 
Address : 160-0022Tokuo, Shinjuku-ku, Shinjuku 5-15-8 
Geolocation: 139.7072258591652,35.6941622293949 


580. Yr Yr w 
Ark Hotel Sendai Aoba Dori 


Room count: 340 
Address : 980-0804Muaru,CeHgan,Aoba-ku Omachi 2-2-10 
Geolocation: 140.86664021015167,38.25931594217935 


581. *Jr * * 
Hotel Route-Inn Nahamaejima 


Room count: 208 
Address : 9000016OkuHaBa,Haxa,Maejima 2-12-5 
Geolocation: 127.6837335,26.2220253 


582. fr we 
Hotel MyStays Hamamatsucho 


Room count: 105 
Address : 105-0013Toxno,Minato-ku, Hamamatsucho 1-18-14 
Geolocation: 139.7551683,35.6581876 


583. dv oe s 
Hotel Route-Inn Abashiri Ekimae 


Room count: 105 
Address : 093-0046Xorrango,Abawmupu,Shin-machi 1-2-13 
Geolocation: 144.25406098365784,44.02078402065496 


584. sç Vç % 
Hotel JAL City Yotsuya Tokyo 


Room count: 185 
Address : 160-0004 Tokuo,Shinjuku-ku, Yotsuya 3-14-1 
Geolocation: 139.7183536,35.688019 


585. Vç Vç we 
Hotel Route-Inn Nagoya Imaike Ekimae 


Room count: 262 
Address : 464-2075Antu,Haroa,Chikusa-ku Uchiyama 3-31-7 
Geolocation: 136.9353511,35.1698659 


586. www 
Chisun Grand Nagasaki 


Room count: 153 
Address : 850-0036Haracaru,Haracaku,Gotocho 35-5 


587. 


588. 


589. 


590. 


591. 


592. 


Geolocation: 129.8727813,32.7476607 


Y w & 
Smile Hotel Kanazawa 


Room count: 201 
Address : 920-0981McukaBa,KaHaHn3aBa,Katamachi 1-10-18 
Geolocation: 136.6525137,36.5590034 


te we a 
Smile Hotel Tokyo Nihonbashi 


Room count: 171 
Address : 103-0025Tokuo,Chuo-ku Nihonbashi Kayaba-cho 2-13-5 
Geolocation: 139.7799496,35.6790303 


W W 
Gakuto Villas 


Room count: 12 
Address : 399-9301HaraHo,Xaxy6a-Mypa,Hokujyo 4720-1 
Geolocation: 137.837449908257,36.7086862720761 


wk w 
Smile Hotel Asakusa 


Room count: 96 
Address : 111-0032Toruo, Taito-ku, Asakusa 6-35-8 
Geolocation: 139.801552,35.7181654 


oe ve oe 
Smile Hotel Tokyo Asagaya 


Room count: 112 
Address : 166-0004 Toxno,Suginami-ku, Asagayaminami 3-37-11 
Geolocation: 139.634774,35.7046152 


wç w w 
Kagoshima Tokyu Inn 


Room count: 190 
Address : 890-0053Karocuma,Karocuma,Chuo-cho 5-1 
Geolocation: 130.5456085,31.5856267 


593. Y* Yr AP 
Chisun Inn Fukui 


Room count: 98 
Address : 910-0802Fukui,Dyxyn,Owada-cho 3-23 
Geolocation: 136.249725,36.089932 


594. oe oe s 
Toyako Manseikaku Hotel Lakeside Terrace 


Room count: 246 
Address : 049-5721Xorkauno,A6yta, Toyakoonsen 21 
Geolocation: 140.82457780838013,42.56571656088996 


595. tr 3v iv 
Chisun Hotel Ueno 


Room count: 150 
Address : 110-0015Tokuo,Taito-ku, Higashiueno 5-5-6 
Geolocation: 139.7820426,35.7125544 


596. Yr Vç % 
Naha Maejima Relax Hotel 


Room count: 117 
Address : 900-00160xwHaBa,Haxa,Maejima 3-1-4 
Geolocation: 127 .68271923065 184,26.22120343853495 


597. Vç 3v iv 
Hotel Cresia Okinawa Tomari 


Room count: 56 
Address : 9000016OkuHaBa,Haxa,Maejima 2-23-12 
Geolocation: 127.685336,26.2236001 


598. Sr Yr w 
Chisun Hotel Hamamatsucho 


Room count: 304 
Address : 105-0023Toxno,Minato-ku Shibaura 1-3-10 
Geolocation: 139.7556602,35.6499858 


599. de yv s 


600. 


601. 


602. 


603. 


604. 


605. 


Hotel Kanazawa Kenrokusou 


Room count: 62 
Address : 920-0918UcukaBa,KaHaHg3aBa,Oyamacho 6-40 
Geolocation: 136.6564826,36.568969 


W ke te 
Matsue New Urban Hotel 


Room count: 170 
Address : 690-0845Shimane, Matsue, Nishicha 40-1 
Geolocation: 133.0506665,35.4686429 


wk w 
J Hotel Rinku 


Room count: 180 
Address : 479-0882Antn,Tokoname,Rinku-cho 3-2-1 
Geolocation: 136.82853162288666,34.879052841752 


LE E. 
Osaka Garden Palace 


Room count: 290 
Address : 532-00060caka,Ocaka, Yodogawa-ku Nishimiyahara 1-3-35 
Geolocation: 135.49095153808594,34.73178183941802 


we we oy 
Hotel Hiroshima Garden Palace 


Room count: 107 
Address : 732-0052Xupocuma,Xupocuma, Higashi-ku Hikarimachi 1-15 
Geolocation: 132.48046 159744263 ,34.39823889224945 


wk w 
Nikko Tokanso 


Room count: 18 
Address : 321-1431 Toturu,Hukko,Sannai 2335 
Geolocation: 139.6034183,36.7568182 


we oe oe 
Hotel Resol Machida 


606. 


607. 


608. 


609. 


610. 


611. 


Room count: 225 
Address: 194-0022 Toxno,Machida,Morino 1-12-15 
Geolocation: 139.4424239,35.544448 


Y w & 
Castle Plaza 


Room count: 252 
Address : 4500002An1n,Haros, Nakamura-ku Meieki 4-3-25 
Geolocation: 136.8872880935669,35.17133518555092 


kkk 
Dai-ichi Hotel Ryogoku 


Room count: 334 
Address : 130-0015Tokno,Sumida-ku, Yokoami 1-6-1 
Geolocation: 139.79701280593872,35.698287 89336839 


kA 
Hotel Keihan Kyoto 


Room count: 286 
Address : 601-8003KuoTo,KuoTo,Minami-ku Higashikujyo Nishi-Sanno 31 
Geolocation: 135.7607066631317,34.98337693471419 


kk 
Hotel Keihan Sapporo 


Room count: 200 
Address : 060-0806Xoxkkango,Cannopo, Kita-ku Kita 6-jo Nishi 6-1-9 
Geolocation: 141.3462073,43.0677588 


te we a 
Hotel Vista Atsugi 


Room count: 165 
Address : 243-0018KaHaraBa,Atsugi,Nakacho 3-12-5 
Geolocation: 139.3627953529358,35.44150350994517 


wk w 
Hotel Kito 


Room count: 46 
Address : 097-0021 Xokkango,BakkaHan,Minato 2-1-20 


612. 


613. 


614. 


615. 


616. 


617. 


Geolocation: 141.673149,45.4062708 


wk w 
Hotel Hokke Club Fukuoka 


Room count: 225 
Address : 812-0018@yxyoxa,Dyxyoxa,Hakata-ku Sumiyoshi 3-1-90 
Geolocation: 130.4149034,33.5859026 


Kk 
Hotel Vista Ebina 


Room count: 176 
Address : 243-0432KaHaraBa,Ebina,Chuo 3-1-3 
Geolocation: 139.3916891,35.4509646 


EE 
Hakata Green Hotel No.2 


Room count: 506 
Address : 812-0012@yxyoxa,Dyxyoka,Hakata-ku Hakataeki Chuo-gai 3-11 
Geolocation: 130.4216207563877,33.59151760859821 


Kk 
New Otani Inn Tokyo 


Room count: 412 
Address : 141-0032Toxno,Shinagawa-ku, Osaki 1-6-2 
Geolocation: 139.7291747,35.6209385 


KHA 
Hotel Danrokan 


Room count: 49 
Address : 400-0031 Amahacu,Kofu,Marunouchi 1-19-16 
Geolocation: 138.569282,35.6621606 


wk w 
Kusatsu Daiichi Hotel 


Room count: 180 
Address : 525-0031Cura,Kycauy,Wakatakecho 5-5 
Geolocation: 135.9693709,35.0243021 


618. 3v % iv 
Hotel AU Tokoname 


Room count: 193 
Address : 479-0837 AnTM, Tokoname,Shinkaicho 3-174-1 
Geolocation: 136.8356415,34.8883669 


619. X RK 
Hotel Hokke Club Kyoto 


Room count: 187 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Higashi Shiokojicho 579-16 
Geolocation: 135.7587593793869,34.98761816053583 


620. 3v 3v iv 
Hotel Sunroute Patio Omori 


Room count: 86 
Address : 140-0013Tokuo,Shinagawa-ku, Minamioi 3-33-3 
Geolocation: 139.73422229290009,35.58748972653064 


621. mix 
Hotel Hakuba 


Room count: 69 
Address : 399-9301 HaraHo,Xaky6a-Mypa,Hokujo 5470-1 
Geolocation: 137.8535761,36.6970939 


622. 3v 3v iv 
Hotel New Star Ikebukuro 


Room count: 91 
Address : 171-0014Toxno,Ikebukuro Toshima 2-61-6 
Geolocation: 139.7098219,35.7349304 


623. Yr Yr Yr 
Hotel Star Plaza Ikebukuro 


Room count: 79 
Address : 171-0014Toxvo, Toshima-ku, Ikebukuro 2-10-2 
Geolocation: 139.7080138,35.7328056 


624. Yr dv dr 


625. 


626. 


627. 


628. 


629. 


630. 


30 BapMaHTOB pa3MeujeHMs HangeHo NO 
HanpaBneHuto Cehgau.noka3ahbi 1 - 20 


Room count: 
Address : 
Geolocation: 


kr 
Hotel Villa Hakuba 


Room count: 28 
Address : 399-9301HaraHo,Xaxy6a-Mypa,Hokujo Wadano 4777 
Geolocation: 137.83120572566986,36.71188239192407 


kr 
Tokushima Grandvrio Hotel 


Room count: 207 
Address : 770-0941 Tokushima, Tokycuma,Bandai-cho 3-5-1 
Geolocation: 134.5610821,34.065168 


kk w 
Hakuba Sports Hotel Terry 


Room count: 19 
Address : 399-9301 HaraHo,Xaxy6a-Mypa,Hokujo 4728 
Geolocation: 137.8372642,36.7095363 


kr 
Hotel Hakuba Hifumi 


Room count: 13 
Address : 399-9301 HaraHo,Xaxy6a-Mypa,Happo 4998 
Geolocation: 137.84388720989227 ,36.7026940491945 


wk w 
Hotel Green Plaza Hakone 


Room count: 123 
Address : 250-0631KaHaraBa,Hakone,Sengokuhara 1244-2 
Geolocation: 139.006683826447,35.2455489974822 


kkk 


631. 


632. 


633. 


634. 


635. 


636. 


Grand Park Hotel Panex Tokyo 


Room count: 134 
Address : 144-0052Toxno,Ota-ku, Kamata 5-9-19 
Geolocation: 139.7177314,35.5633843 


kA 
Hakuba Highland Hotel 


Room count: 75 
Address : 399-9301 HaraHo,Xaxy6a-Mypa,Hokujo 21582 
Geolocation: 137.86664843559265,36.69066 131464553 


wk * 
Hotel Stelle Belle 


Room count: 36 
Address : 399-9211HaraHo,Xaxy6a-Mypa,Kamishiro 22201-5 
Geolocation: 137.8389643,36.6610638 


kkk 
Hakuba Kurumaya 


Room count: 8 
Address : 3999301HaraHo,Xaky6a-Mypa,Hokujo 3020-498 
Geolocation: 137.84130156040192,36.68889334403768 


W oe oe 
Hakuba Yamano Hotel 


Room count: 21 
Address : 399-9301 HaraHo,Xaky6a-Mypa,Hokujo 3477 
Geolocation: 137.8382009267807,36.69414121589724 


KK 
E Hotel Higashi Shinjuku 


Room count: 253 
Address : 160-0021Tokwo,Shinjuku-ku, Kabukicho 2-3-15 
Geolocation: 139.70714002847672,35.697695414096174 


te vy oe 
Hotel Wing International Yokohama Kannai 


637. 


638. 


639. 


640. 


641. 


642. 


Room count: 149 
Address : 231-0032KaHaraBa,/okorama,Naka-ku Furo-Cho 1-2 
Geolocation: 139.6372765302658,35.442364480859325 


wk w 
Richmond Hotel Narita 


Room count: 207 
Address : 286-00334n6a,Aaponopt Tokuo-Haputa,Hanasaki-cho 970 
Geolocation: 140.3179057,35.7770437 


Kr 
Hakone Suimeisou 


Room count: 31 
Address : 250-0311KaHaraBa,Hakone,Yumoto 702 
Geolocation: 139.10305425524712,35.232065203896525 


kkk 
Hotel New Hankyu Kyoto 


Room count: 323 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Shiokoji-dori Shin-machi Higahi-iru Higashishiokoji-cho 579 
Geolocation: 135.75766503810883,34.987 367648639605 


Www w 
Bayside Square Kaike Hotel 


Room count: 80 
Address : 683-0001 Tottori, Yonago,Kaike Onsen 4-21-1 
Geolocation: 133.359573,35.4584085 


LE. 
Hakone Pax Yoshino 


Room count: 80 
Address : 2500312KaHaraBa,Hakone,Yumotochaya 139-5 
Geolocation: 139.0966412,35.2292691 


kkk 
IBIS Tokyo Shinjuku 


Room count: 206 
Address : 160-0023 Tokuo, Shinjuku-ku, Nishishinjuku 7-10-5 


643. 


644. 


645. 


646. 


647. 


648. 


Geolocation: 139.6983055,35.6939205 


Kk 
Etchuya Ryokan 


Room count: 12 
Address : 047-0031Xorkanno,Otapy,lIronai 1-8-12 
Geolocation: 141.0003917,43.1973612 


Kr 
Hotel IL Cuore Namba 


Room count: 231 
Address : 556-0011Ocara,Ocara,Naniwa-ku Nambanaka 1-15-15 
Geolocation: 135.4996523,34.6638688 


kkk 
Hotel Niseko Alpen 


Room count: 129 
Address : 044-0081 Xoxkango,Kutchan, Yamada 204 
Geolocation: 140.69935619831085,42.86095060427442 


wk *& 
Marugame Plaza Hotel 


Room count: 57 
Address : 763-0024Karasa,Marugame,Shiwakumachi 50-1 
Geolocation: 133.7949337,34.2894923 


* vy * 
Hotel Emion Tokyo Bay 


Room count: 379 
Address : 279-0013Toxno,Hinode 1-1-1 
Geolocation: 139.919579029083,35.64 72880747589 


Ye ve ke 
Appi Grand Annex 


Room count: 179 
Address : 028-73061BaTa,Hachimantai,Appikogen 
Geolocation: 140.97403049469,39.9991173403336 


649. 


650. 


651. 


652. 


653. 


654. 


kik 
Hotel Naniwa 


Room count: 30 
Address : 542-0082Ocara,Ocara,Chuo-ku Shimano-Uchi 2-10-12 
Geolocation: 135.508074760437,34.66935854524543 


* ve * 
APA Hotel Sapporo Odori-koen 


Room count: 60 
Address : 060-0061Xorrango,Cannopo,Chuo-ku Minami 1-jo Nishi 9-15-1 
Geolocation: 141.34392321109772,43.05827843327997 


WWW 
APA Hotel Sapporo 


Room count: 261 
Address : 060-0062Kokkango,Cannopo,Chuo-ku Minami 2-jo Nishi 7-10-1 
Geolocation: 141.3468773,43.05741 


* k * 
APA Hotel Sapporo Susukino 


Room count: 54 
Address : 064-0806 Xokkango,Cannopo,Chuo-ku Minami 6-jo Nishi 1-11-2 
Geolocation: 141.3579155,43.0534358 


we ve oy 
APA Villa Hotel Osaka-Tanimachi 4 Chome- 


Ekimae 


Room count: 339 
Address : 540-0011Ocara,Ocara,Chuo-ku Noninbashi 1-1-27 
Geolocation: 135.51652908325195,34.68102734917805 


wç w w 
APA Hotel Kyoto Ekimae 


Room count: 192 
Address : 600-8234Kuoro,Kuoro,Shimogyo-ku Nishinotoin Shiokoji-sagaru Minami Fudodo-cho 806 
Geolocation: 135.7549613714218,34.986211768031964 


655. 


656. 


657. 


658. 


659. 


660. 


661. 


kk 
APA Hotel Resort Sapporo 


Room count: 903 
Address : 005-0804Xorrango,Cannopo,Minami-ku Kawazo 4-jo 2-chome 
Geolocation: 141.33443355560303,42.994 76824420558 


Kk 
Kankoryokan Hisaya 


Room count: 18 
Address : 542-0082Ocara,Ocara,Chuo-ku Shimanochi 2-17-7 
Geolocation: 135.50688922405243,34.66919309669763 


*cko* 
APA Hotel Tokyo Kudanshita 


Room count: 139 
Address : 102-0072Tokwo,Chiyoda-ku, lidabashi 1-4-7 
Geolocation: 139.7496286,35.6983271 


kak 
APA Hotel Kyoto-eki Horikawa-Dori 


Room count: 515 
Address : 600-8236Knoto,Knoto,Shimogyo-ku Aburanokoji Shiokoji-nishi Aburanokoji 1 
Geolocation: 135.7535022497177,34.98659852837903 


LE E. 
APA Hotel Keisei Narita Ekimae 


Room count: 458 
Address : 286-0033Yu6a,AaponopT Tokuo-Haputa,Hanasakicho 906 
Geolocation: 140.3166808,35.7767604 


te we a 
APA Villa Hotel Kyoto Ekimae 


Room count: 139 
Address : 600-8212Knoto,Kuoto,Shimogyo-ku Higashinotoin Shichijosagaru Shiokoji 533 
Geolocation: 135.7608997821808,34.98794558282344 


kuw 


662. 


663. 


664. 


665. 


666. 


667. 


APA Hotel Tokyo Kiba 


Room count: 147 
Address : 135-0016Toxno,Koto-ku Toyo 1-16-16 
Geolocation: 139.8106467,35.6671986 


KhK 


APA Hotel Tokyo Shiomi Ekimae 


Room count: 706 
Address : 135-0052Toxno,Koto-ku Shiomi 2-8-6 
Geolocation: 139.8189127,35.6577386 


Kk 
APA Hotel Tokyo Ojima 


Room count: 102 
Address : 136-0072Toxno,Koto-ku Ojima 1-5-7 
Geolocation: 139.821 3648,35.6889794 


ku 


APA Hotel Asakusa Kuramae 


Room count: 301 
Address : 111-0043Tokuo, Taito-ku, Komagata 2-4-6 
Geolocation: 139.79425013065338,35.705697 868874694 


Kk 
APA Ikebukuro Kitaguchi 


Room count: 171 
Address : 171-0014Toxno,Ikebukuro Toshima 2-48-7 
Geolocation: 139.7113537788391,35.73375892054651 


kk 
APA Tokyo Itabashi 


Room count: 202 
Address : 170-0012Toxno,Kami Ikebukuro Toshima 4-47-1 
Geolocation: 139.7192513,35.7445355 


k*k 


APA Hotel Kanku-Kishiwada 


Room count: 68 
Address : 596-0054 Ocaka,Kishiwada,Miyamotocho 3-19 
Geolocation: 135.3772118,34.4618731 


668. tr 3v w 
APA Hotel Sakai Ekimae 


Room count: 153 
Address : 590-09850caka,Cakan,Sakaiku Ebisujimacho4-28-6 
Geolocation: 135.4698543,34.5834107 


669. Yr Yr Yr 
APA Villa Hotel Akasaka-Mitsuke 


Room count: 223 
Address : 107-0052Tokwo,Minato-ku, Akasaka 3-19-10 
Geolocation: 139.73613739013672,35.675931820556556 


670. Jr je Ye 
APA Hotel Nishi-Azabu 


Room count: 193 
Address : 106-0031Toxno,Minato-ku, Nishi-azabu 4-4-5 
Geolocation: 139.7235323,35.6570618 


671. wi 
APA Hotel Roppongi-Ichome Ekimae 


Room count: 142 
Address : 106-0032Tokuo,Minato-ku, Roppongi 2-3-9 
Geolocation: 139.7377169,35.6664889 


672. Ip iv K 
APA Hotel Shinbashi Onarimon 


Room count: 153 
Address : 105-0004 Tokwo,Minato-ku, Shinbashi 6-10-3 
Geolocation: 139.75524008274078,35.661489195320975 


673. tp? 3v iv 
APA Hotel Kodenmacho-ekimae 


Room count: 172 
Address : 103-0011Tokno,Chuo-ku Nihombashiodenmacho 14-20 


674. 


675. 


676. 


677. 


678. 


679. 


Geolocation: 139.78048503398895,35.69124930364521 


kA 
APA Hotel Ningyocho-eki Kita 


Room count: 206 
Address : 103-0012Toxno,Chuo-ku Horidome Nihonbashi 2-9-4 
Geolocation: 139.7816158,35.688257 


kik 
APA Hotel Yokohama Kannai 


Room count: 451 
Address : 231-0013Kanarasa,Mororama,Naka-ku Sumiyoshi-cho 3-37-2 
Geolocation: 139.636745,35.4465352 


KKK 


APA Hotel Nihonbashi Hamacho-eki Minami 


Room count: 159 
Address : 103-0007 Toxno,Chuo-ku Nihonbashi Hama 3-43-8 
Geolocation: 139.7915068,35.6864075 


kkk 
APA Hotel Hatchobori-eki Minami 


Room count: 135 
Address : 104-0041Toxno,Chuo-ku Shintomi 1-14-7 
Geolocation: 139.7754389,35.6731337 


ki 
APA Hotel Resort Tokyo Bay Makuhari 


Room count: 1001 
Address : 261-0021 Hn6a,4Hu6a,Mihama-ku Hibino 2-3 
Geolocation: 140.0372172,35.644165 


kkk 
APA Hotel Tsukiji-eki Minami 


Room count: 115 
Address : 104-0045Tokno,Chuo-ku Tsukiji 7-10-11 
Geolocation: 139.77512061595917,35.66603929641651 


680. 


681. 


682. 


683. 


684. 


685. 


686. 


wk w 
Solaria Nishitetsu Hotel Ginza 


Room count: 209 
Address : 104-0061Toxno,Chuo-ku Ginza 4-9-2 
Geolocation: 139.76726174354553,35.670805292839674 


we te Ar 
Seventh Heaven Hakuba 


Room count: 10 
Address : 399-9301 HaraHo,Xaxy6a-Mypa,Hokujo 828-314 
Geolocation: 137.8502265,36.6835564 


wk w 
APA Hotel Kanazawa-Katamachi 


Room count: 132 
Address : 920-0984VcuxkaBa,KaHarnsapa,lkeda-machi 2 Bancho 21-1 
Geolocation: 136.6543596982956,36.557580197586226 


oe ve or 
Okinawa Zampamisaki Royal Hotel 


Room count: 477 
Address : 9040394OkuHaBa,Yomitan,Uza 1575 
Geolocation: 127.7180109,26.4350734 


kkk 
APA Hotel Nagoya Nishiki Excellent 


Room count: 250 
Address : 460-0003Aňñtn,Haroa,Naka-ku Nishiki 3-15-30 
Geolocation: 136.90734028816223,35.17129133500608 


kA 
APA Villa Hotel Nagoya Marunouchi Ekimae 


Room count: 254 
Address : 460-0002Ah1n,Haros,Naka-ku Marunouchi 2-17-28 
Geolocation: 136.8974767,35.1736805 


KhK 


687. 


688. 


689. 


690. 


691. 


692. 


APA Hotel Kanazawa Ekimae 


Room count: 444 
Address : 920-0031McukaBa,KaHaHp3aBa,Hirooka 1-9-28 
Geolocation: 136.6467385,36.5777147 


Ye 
Hotel Century Art 


Room count: 117 
Address : 812-0012@yxyoxa,Dyxyoka,Hakata-ku Hakataeki Chuogai 5-15 
Geolocation: 130.42200565338135,33.589088902722004 


kk 
Kyoto Daiichi Hotel 


Room count: 165 
Address : 601-8047 Knoto,Kuoto,Minami-ku Higashi-kujo Shimotonoda-cho 45 
Geolocation: 135.7570277,34.9796559 


KHA 
Nishitetsu Resort Inn Naha 


Room count: 252 
Address : 90000330knHaBa, Haxa,Kume 2-3-13 
Geolocation: 127.67753720283508,26.215561975043162 


we ve oy 
Hotel Cube 


Room count: 21 
Address : 6308301Hapa,Hapa, Takabatake-cho 1122 
Geolocation: 135.8326839,34.6812822 


w w w 
Nishikiro 
Room count: 10 


Address : 600-8216Knoto,Kuoto,Shimogyo-ku Higashishiokoji-cho 711-7 
Geolocation: 135.7604913,34.9881302 


kkk 
Gosho Nishi Kyoto Heian Hotel 


693. 


694. 


695. 


696. 


697. 


698. 


Room count: 88 
Address : 602-0912KuoTo,KnoTo,Kamigyo Karasumadori Kamichojamachi Agaru 
Geolocation: 135.75887203216553,35.02448602745344 


wk w 
Matsumoto Ryokan 


Room count: 63 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Higashi Shiokouji-cho 579 
Geolocation: 135.75815320014954,34.98748191731894 


Ye 
Sotetsu Fresa Inn Hamamatsucho-Daimon 


Room count: 190 
Address : 105-0012Toxno,Minato-ku, Shiba Daimon 1-2-7 
Geolocation: 139.7542906,35.6595597 


UE E. 
Toko Hotel 


Room count: 338 
Address : 141-0031Tokuo,Shinagawa-ku, Nishigotanda 2-6-8 
Geolocation: 139.7226889,35.6265793 


w ww 
Terrace Garden Mihama Resort 


Room count: 14 
Address : 904-01150kuHaBa,Chatan,Mihama 2-5-18 
Geolocation: 127.75959134101868,26.317776870164113 


UE E 
Moon Beach Palace Hotel 


Room count: 72 
Address : 904-0414OxnHaBa,Onna,Maeganeku 1203-3F 
Geolocation: 127.80302166938782,26.45112795746595 


wk *& 
Sotetsu Fresa Inn Tokyo-Kyobashi 


Room count: 160 
Address : 104-0031 Tokvo,Chuo-ku Kyobashi 2-11-1 


699. 


700. 


701. 


702. 


703. 


704. 


Geolocation: 139.7717918,35.6762776 


kk * 
Ryokan Tanabe 


Room count: 22 
Address : 506-0014! cy, Takayama, Aioi 58 
Geolocation: 137.2564136981964,36.14259202374364 


KHA 
Hotel Sunset Hill 


Room count: 58 
Address : 904-04150xvHaBa,Onna,Nakadomari 1327-3 
Geolocation: 127.8031748,26.4369552 


kA 
Daiwa Roynet Hotel Kyoto-Hachijoguchi 


Room count: 192 
Address : 601-8017KuoTo,KuoTo,Minamiku Higashikujou Kitakarasuma-cyo 9-2 
Geolocation: 135.7599497,34.9817086 


wk w 
Ginza Kokusai Hotel 


Room count: 92 
Address : 104-0061Toxno,Chuo-ku Ginza 8-7-13 
Geolocation: 139.7605622,35.668081 


Y 
Shibuya Granbell Hotel 


Room count: 105 
Address : 150-0031Toxno,Shibuya-ku Sakuragaoka-cho 15-17 
Geolocation: 139.70167100429535,35.65624579751827 


wk w 
Pearl Hotel Kasai 


Room count: 109 
Address : 134-0084 Tokuo,Edogawa-ku Higashikasai 6-1-7 
Geolocation: 139.8733777,35.6612763 


705. 


706. 


707. 


708. 


709. 


710. 


711. 


kik 
APA Hotel Kanda-Eki Higashi 


Room count: 158 
Address : 101-0032Tokuo,Chiyoda-ku Iwamoto-cho 2-1-1 
Geolocation: 139.7750723361969,35.69205357 109156 


we ve oy 
Libre Garden Hotel 


Room count: 113 
Address : 900-0006OkuHaBa,Haxa,Omoromachi 4-17-27 
Geolocation: 127.6976072,26.2252115 


kk 
Kagyokuin 


Room count: 5 
Address : 607-8122Kworo,Kworo, Yamashina-ku Otsukatakaiwa 2-42 
Geolocation: 135.829923,34.9798771 


kkk 
Dormy Inn Premium Shibuya-jingumae 


Room count: 136 
Address : 150-0001Toxno,Shibuya-ku Jingumae6-24-4 
Geolocation: 139.7021145,35.6656601 


oe ve ve 
Hotel Himeji Plaza 


Room count: 200 
Address : 670-0964 Xéro,Himeji, Toyozawa-cho 158 
Geolocation: 134.6901215,34.8249312 


UE E 
Pearl Hotel Yaesu 


Room count: 150 
Address : 103-0028Toruo,Chuo-ku Yaesu 1-2-6 
Geolocation: 139.7721165,35.6837601 


kkk 


712. 


713. 


714. 


715. 


716. 


717. 


Nagura Village 


Room count: 
Address : 907-00210OxwHaBa,|Ishigaki Island, Nagura 1356-108-4 
Geolocation: 124.1340592,24.4163234 


Kk 
Hotel Suave Shibuya 


Room count: 133 
Address : 153-0044 Toxno,Meguro-ku, Oohashi 2-24-4 
Geolocation: 139.6847832,35.6511002 


Kk 
Air Terminal Hotel 


Room count: 188 
Address : 0660062Xokkango,Chitose,New Chitose Airport 3F 
Geolocation: 141.68147,42.787621 


Kr 
Concieria Azabu Juban 


Room count: 
Address : 106-0045Toxno,Minato-ku, Azabu Juban 1-9-5 
Geolocation: 139.7357674,35.6563373 


kik 
Daiichi Hotel Annex 


Room count: 180 
Address : 100-0011 Tokuo,Chiyoda-ku Uchisaiwaicho 1-5-2 
Geolocation: 139.75795447826385,35.66951053536658 


wk w 
Sapporo Tobu Hotel 


Room count: 252 
Address : 060-0054 Xokkango,Cannopo,Chuou-ku Minami 4jo Higashi 1 
Geolocation: 141.35870218276978 ,43.05722406158387 


Ye 
Palace Studio Kojimachi 


718. 


719. 


720. 


721. 


722. 


723. 


Room count: 
Address : 102-0083Toxno,Chiyoda-ku, Kojimachi 3-30-1 
Geolocation: 139.7426463,35.6850785 


wk w 
Concieria Shinbashi 


Room count: 
Address : 105-0004Toxno,Minato-ku, Shinbashi 4-19-4 
Geolocation: 139.75767955183983,35.66447577319969 


KHA 
Hotel Grand Terrace Chitose 


Room count: 255 
Address : 066-8520Xoxxahnpo,Chitose,4-4-4 Honcho 
Geolocation: 141.6473321,42.8172663 


oe we of 
Palace Studio Shibuya Honmachi 


Room count: 
Address : 151-0071 Tokuo,Shibuya-ku, Honmachi 3-43-3 
Geolocation: 139.6822239,35.6883485 


WW OY Y 
Kenchomae Green Hotel 


Room count: 174 
Address : 862-0954Kymamoto,Kymamoto,Chuo-ku, Kuwamizu 1-24-3 
Geolocation: 130.74373126029968,32.78757893766104 


te we a 
DoubleTree by Hilton Naha 


Room count: 228 
Address : 900-0034OkuHaBa,Haxa,Higashi-machi 3-15 
Geolocation: 127.67496228218079,26.2120499085741 


ww w 
Ryokan Kiyota 


Room count: 15 
Address : 930-0083Toama, Toama,Sogawa 1-8-3 


724. 


725. 


726. 


727. 


728. 


729. 


Geolocation: 137.2151546,36.6922302 


wk w 
GRG Hotel Naha 


Room count: 160 
Address : 900-00320xnHaBa,Haxa,Matsuyama 2-16-10 
Geolocation: 127.67983585596085,26.219617744509872 


Ye 
Ishigaki Seaside Hotel 


Room count: 108 
Address : 907-04530xuHaBa,|Ishigaki Island,Kabira 154-12 
Geolocation: 124.1260014474392,24.471487637007197 


wk w 
Naha Beach Side Hotel 


Room count: 162 
Address : 900-0037 OkuHasa,Haxa, Tsuji 3-2-36 
Geolocation: 127.6669488,26.2198669 


LE E. 
Hotel Blion Naha 


Room count: 134 
Address : 900-0032OxuHaBa,Haxa,Matsuyama 2-15-13 
Geolocation: 127.6804061,26.2200088 


te te a 
Hotel Route-Inn Nanao Ekihigashi 


Room count: 153 
Address : 926-0021 Vcukasa,Nanao,Motofuchumachi31-1 
Geolocation: 136.9672427,37.041816 


wk w 
Tokyu Stay Shibuya 


Room count: 
Address : 150-0045Tokwo,Shibuya-ku Shinsencho 8-14 
Geolocation: 139.6935628,35.6555 194 


730. Www w 
Daiwa Roynet Hotel Kyoto Shijo Karasuma 


Room count: 240 
Address : 600-8413Kuoro,Kuoro,Shimogyo-ku Karasuma-dori Bukkoji kudaru Omandokoro-cho 
Geolocation: 135.75999319553375,35.0007206218843 


734. 4v dx d 
Remm Shin-Osaka 


Room count: 296 
Address : 532-0003Ocara,Ocara,Yodogawa Miyahara 1-1-1 
Geolocation: 135.5003205,34.7340802 


732. hj ¥ 
Asakusa View Hotel 


Room count: 337 
Address : 111-8765Toruo, Taito-ku Nishiasakusa 3-17-1 
Geolocation: 139.7919445,35.7154683 


733. KAK 
Agora Place Asakusa 


Room count: 146 
Address : 111-0042Toxno,Kotobuki 2-2-9, Taito-ku 
Geolocation: 139.79094833135605,35.70898879232791 


734. Wwe 
Sky Park Hotel 


Room count: 69 
Address : 391-0301 HaraHo,Chino,Kitayama 3414 
Geolocation: 138.2167449,36.0922903 


735. Kr 
Richmond Hotel Asakusa 


Room count: 140 
Address : 111-0032Toruo, Taito-ku, Asakusa 2-7-10 
Geolocation: 139.79430377483368,35.714236347 163165 


736. de yv 


137. 


138. 


139. 


740. 


741. 


742. 


Richmond Hotel Tokyo Mejiro 


Room count: 120 
Address : 171-0031 Tokuvo, Toshima-ku, Mejiro 3-5-14 
Geolocation: 139.70512837171555,35.722055314 18537 


kkk 
Almont Hotel Kyoto 


Room count: 169 
Address : 601-8605KuoTo,KuoTo,Minami-ku Higashikujyo Nishiiwamoto-cho 26-1 
Geolocation: 135.7637643814087,34.983148385737 


Y w & 
Chisun Inn Kamata 


Room count: 70 
Address : 144-0052Toxno,Ota-ku Kamata 4-23-13 
Geolocation: 139.7214895,35.5605097 


Kk 
APA Hotel Akihabara-Ekimae 


Room count: 137 
Address : 101-0025Tokuo,Chiyoda-ku Kanda Sakuma-cho 2-13-1 
Geolocation: 139.7766381,35.6983612 


LE E. 
Coral Garden 7 Pools 


Room count: 
Address : 903-0324OkuHaBa,Yomitan,Nagahama 718-3 
Geolocation: 127.73834824562073,26.419136589044914 


Ye Ye ve 
APA Hotel Mita-Ekimae 


Room count: 155 
Address : 105-0014 Tokwo,Minato-ku Shiba 4-4-8 
Geolocation: 139.7500524,35.6484886 


te vy ve 
APA Hotel Higashi-Shinjuku-Ekimae 


743. 


744. 


745. 


746. 


747. 


748. 


Room count: 122 
Address : 169-0072Tokuo,Shinjuku-ku Okubo 1-1-49 
Geolocation: 139.7073015,35.6982342 


wk 
APA Hotel Shibuya Dogenzaka 


Room count: 173 
Address : 150-0044 Toxno,Shibuya-ku Maruyama-cho 20-1 
Geolocation: 139.6949976682663,35.65616734007412 


kr 
Sotetsu Fresa Inn Tokyo-Toyocho 


Room count: 144 
Address : 135-0016Tokuo,Koto-ku, Toyo 4-4-3 
Geolocation: 139.8175958,35.670165 


Kk 
Daiwa Roynet Hotel Yokohama Kannai 


Room count: 212 
Address : 231-0047Kanarasa,Mororama,Naka-ku, Hagoromo 2-7-4 
Geolocation: 139.63332295417786,35.443307 38640969 


wk *& 
Urban Hotel Minami Kusatsu 


Room count: 158 
Address : 525-0050Cura,Kycauy,Minami Kusatsu 1-1-5 
Geolocation: 135.94495564699173,35.00418979710403 


we vy wx 
Remm Hibiya 


Room count: 255 
Address : 100-0006Toxvo,Chiyoda Yurakucho 1-2-1 
Geolocation: 139.7596482,35.672661 


kkk 
APA Hotel Sapporo Susukino Ekiminami 


Room count: 112 
Address : 064-0807 Xokkango,Cannopo,Chuo-ku Minami 7-jo Nishi 1-chome 


749. 


750. 


751. 


752. 


753. 


754. 


Geolocation: 141.35772585868835,43.05240272582558 


wk w 
One Niseko Resort Towers 


Room count: 105 
Address : 048-1511Kokkango,Huceko,Niseko 455-3 
Geolocation: 140.6241212,42.8473623 


kk * 
Mizue Dai-ichi Hotel 


Room count: 178 
Address : 1320011Toxno,Mizue 2-6-16 
Geolocation: 139.89690899848938,35.693598038059605 


wk w 
Hotel Consort 


Room count: 334 
Address : 532-00110caka,Ocaka, Yodogawa-ku Nishi-Nakajima 1-12-7 
Geolocation: 135.4991789,34.7253673 


Ari 
Hotel Marine World 


Room count: 94 
Address : 850-0905Haracaku,Haracaku,Kagomachi 9-24 
Geolocation: 129.8776783,32.7413337 


Ye 
City Hotel Lonestar 


Room count: 50 
Address : 160-0022Tokwo,Shinjuku-ku Shinjuku 2-12-12 
Geolocation: 139.70773789999998,35.6906601 


kk * 
Super Hotel Osaka Natural Hot Springs 


Room count: 440 
Address : 550-0002Ocara,Ocara,Nishi-ku Edobori 3-6-35 
Geolocation: 135.4852307,34.6854134 


755. 


756. 


757. 


758. 


759. 


760. 


761. 


Kk 
Hotel Kiyoshi Nagoya No.1 


Room count: 91 
Address : 460-0021Antu,Haros,Naka-ku Heiwa 1-3-1 
Geolocation: 136.9048961,35.1496534 


Kk 
Shinjuku City Hotel N.U.T.S Tokyo 


Room count: 30 
Address : 1600022Toruo,Shinjuku-ku, Shinjuku 1-16-5 
Geolocation: 139.71073150634766,35.6895788761946 


te w 
Daiichi Inn Ikebukuro 


Room count: 139 
Address : 170-0013Tokuo, Toshima-ku, Higashilkebukuro 1-42-8 
Geolocation: 139.7128801,35.732142 


* x 
Hotel Station Kyoto West 


Room count: 56 
Address : 611-8211Kuoro,Kuoro,Shimogyo-ku Maoya-cho 200 
Geolocation: 135.7601809501648,34.98941567078006 


kk 
Watazen Ryokan 


Room count: 24 
Address : 6048113KuoTo,KnoTo,Nakagyo-ku Yanaginobaba-dori Rokkaku-kudaru 413 
Geolocation: 135.7638394832611,35.00672512408205 


Ye 
Kyoto Horikawa Inn 


Room count: 126 
Address : 604-8263KuoTo,KuoTo,Nakagyo-ku Horikawa-dori Sanjo-agaru Higashigawa 
Geolocation: 135.7522550225258,35.00907363676797 


kk 


Guesthouse Nara Komachi 


Room count: 9 
Address : 630-8357 Hapa,Hapa,Suruga-machi 41-2 
Geolocation: 135.8208578824997,34.6788348865027 


762. 3% jx 
Daiwa Roynet Hotel Tokyo Osaki 


Room count: 194 
Address : 141-0032Tokuo,Shinagawa-ku, Osaki 2-1-3 
Geolocation: 139.7266472,35.6182804 


763. dv % 
Hotel Horidome Villa 


Room count: 92 
Address : 103-0012Toxno,Chuo-ku Nihonbashi Horidome-cho 1-10-10 
Geolocation: 139.7797937,35.6889013 


764. X X 
Hotel MyStays Kameido 


Room count: 
Address : 136-0071Toxno,Koto-ku Kameido 6-32-1 
Geolocation: 139.8286836,35.6943678 


765. dv dy 
Station Ryokan Seiki 


Room count: 17 
Address : 601-8017 Knoto,Kuoto,Minami-ku Higashikujo Kitakarasuma-cho 24-5 
Geolocation: 135.7599303,34.9813364 


766. ir Vç 
Station Ryokan Sparkling Dolphins Kyoto 


Room count: 13 
Address : 601-8015Kworo,Kworo,Minami-ku Higashikujo Kamigoryo-cho 56 
Geolocation: 135.76206922531128,34.98035739965031 


767. X K 
Econo-Inn Kyoto 


768. 


769. 


770. 


771. 


772. 


773. 


Room count: 22 
Address : 600-8118Knoto,Kuoto,Shimogyo-ku Kawaramachi-Gojo Sagaru Hirai-cho 67 
Geolocation: 135.7653844356537,34.99411801699155 


kk 
Eco and Tec Kyoto 


Room count: 22 
Address : 605-0035Knoto,Kuoto,Higashiyama-ku Awadaguchi Sanjobo-cho 40 
Geolocation: 135.7814644,35.0086977 


Y 
Family Resort Fifty-s for Maihama 


Room count: 50 
Address : 134-0085Toxno,Edogawa-ku Minamikasai 4-1-3 
Geolocation: 139.8721812,35.6477693 


UE. 
Hotel Kikuei 


Room count: 61 
Address : 556-00050caka,Ocaka,Naniwa-ku Nihonbashi 3-6-4 
Geolocation: 135.5056129,34.6625301 


kk 
Sakura Ryokan 


Room count: 18 
Address : 110-0013Tokno, Taito-ku, Iriya 2-6-2 
Geolocation: 139.7889918,35.7189124 


oe ve 
Hotel Fukudaya 


Room count: 17 
Address : 153-0042Toxno,Meguro, Aobadai 4-5-9 
Geolocation: 139.6914325,35.6540223 


kk 
Ayase Kokusai Hotel 


Room count: 169 
Address : 124-0001Toxno,Katsushika-ku Kosuge 4-8-5 


774. 


775. 


776. 


777. 


778. 


779. 


Geolocation: 139.8244557,35.7612081 


WA 
Ueno First City Hotel 


Room count: 77 
Address : 110-0005Toruo,Taito-ku Ueno 1-14-8 
Geolocation: 139.7704076,35.7066406 


Kk 
Hotel MyStays Asakusa 


Room count: 
Address : 130-0004 Toxno,Sumida-ku, Honjo 1-21-11 
Geolocation: 139.797425866127,35.70384870667075 


Kh 
Hotel Tateshina 


Room count: 67 
Address : 160-0022 Toxno,Shinjuku-ku, Shinjuku 5-8-6 
Geolocation: 139.708990752697,35.69254588679977 


kk 
Hotel Edoya 


Room count: 49 
Address : 113-0034Toxno,Bunkyo-ku Yushima 3-20-3 
Geolocation: 139.76783037 18567 ,35.7049921865928 


KK 
Hotel Aldebaran 


Room count: 96 
Address : 542-00720caka,Ocaka,Chuo-ku, Kozu 2-3-6 
Geolocation: 135.51011860370636,34.66786508438331 


ww 
Hotel Marutani 


Room count: 77 
Address : 110-0005Toruo,Taito-ku Ueno 6-7-6 
Geolocation: 139.7759765,35.7094211 


780. 


781. 


782. 


783. 


784. 


785. 


186. 


kk 
Hotel Sky Court Koiwa 


Room count: 105 
Address : 133-0051 Toxno,Edogawa-ku Kitakoiwa 6-11-4 
Geolocation: 139.8832987,35.7427 747 


oe ve 
Ueno Touganeya Hotel 


Room count: 54 
Address : 110-0015Tokuo,Taito-ku, Higashiueno 3-17-5 
Geolocation: 139.7778597,35.7 10946 


* 
Hotel Sun Morishita 


Room count: 39 
Address : 135-0004 Tokuo,Koto-ku, Morishita 3-6-2 
Geolocation: 139.801378,35.6878128 


UE 
Hotel Edoite 


Room count: 50 
Address : 135-0004 Tokuo,Koto-ku, Morishita 3-5-23 
Geolocation: 139.8013391,35.687299 


ww 
Annex Hotel Edoite 


Room count: 50 
Address : 130-0024 Toxno,Sumida-ku, Kikukawa 2-3-8 
Geolocation: 139.8058636,35.687574 


UE 
Hotel Livemax Umeda 


Room count: 22 
Address : 531-00720caka,Ocaka,Kita-ku Toyosaki 1-2-8 
Geolocation: 135.5031647,34.7099193 


kk 


Hotel Livemax Korakuen 


Room count: 50 
Address : 112-0002Tokuo,Bunkyo-ku Koishikawa 3-1-2 
Geolocation: 139.7462506,35.7 108089 


787. XK 
Hotel Livemax Amagasaki 


Room count: 48 
Address : 660-0868Xero,Amaracaku,Nishimisono Cho 119-1 
Geolocation: 135.4142419,34.7190049 


788. ir Vç 
Hotel A.P 


Room count: 131 
Address : 56000360caka, ToéHaka,Hotarugaike-Nishimachi 2-12-27 
Geolocation: 135.4429628,34.7926613 


789. WwW 
Flexstay Inn Sugamo (Formerly: Weekly Mansion 


Sugamo) 


Room count: 
Address : 170-0002 Toxvo, Toshima-ku, Sugamo 3-6-16 
Geolocation: 139.7345979,35.733809 


790. Vç W 
Kyoto Guesthouse Roujiya 


Room count: 
Address : 604-8375Kuoro,Kuoro,Nakagyo Nishinokyo Ikenouchi-cho 22-58 
Geolocation: 135.74530810117722,35.00920325337196 


791. sç d 
Best Western Hotel Fino Osaka Shinsaibashi 


Room count: 179 
Address : 542-0083Ocaka,Ocaka,Chuo-ku Shinsaibashi 1-2-19 
Geolocation: 135.5056903,34.6745315 


792. 3% í 


793. 


794. 


795. 


796. 


797. 


798. 


Beppu Daiiti Hotel 


Room count: 47 
Address : 874-0933Owra,benny,Noguchi Moto-machi 2-40 
Geolocation: 131.5006714,33.2811232 


we ve 
Kinsuikan Ryokan 


Room count: 31 
Address : 604-8074Knoto,Kuoto,Nakagyou-ku Tominokoji Sanjo-kudaru Asakura-cho 531 
Geolocation: 135.76467096805573,35.00805646883046 


* w 
Hotel Sugicho 


Room count: 43 
Address : 604-0953Knoto,Kuoto,Nakagyo-ku Oikeagaru Tominokoji Moriyama-cho 172 
Geolocation: 135.765224,35.0117447 


* 
Urban Hotel Kusatsu 


Room count: 113 
Address : 525-0032Cura,Kycauy,Ooji 4-31 
Geolocation: 135.9608301 ,35.0194082 


we w 
Hotel New Yorishiro 


Room count: 20 
Address : 7320053Xupocuma, Xupocuma, Higashi-ku Wakakusa-cho 16-5 
Geolocation: 132.4801151 ,34.3969298 


kk 
Urban Hotel Kyoto 


Room count: 199 
Address : 612-0029Kworo,Kuoro,Fushimi-ku Fukakusa Nishiura-cho 4-59 
Geolocation: 135.7678876,34.961344 


Ye 
Shiba Daimon Hotel 


799. 


800. 


801. 


802. 


803. 


804. 


Room count: 96 
Address : 105-0011 Tokvo,Minato-ku Shibakoen 2-3-6 
Geolocation: 139.7526325,35.6567516 


ww 
Heiwadai Hotel Arato 


Room count: 68 
Address : 810-0074@yxyoxa,Pyxyoka,Chuo-ku Arato 1-5-27 
Geolocation: 130.3788005,33.5920958 


* 
Hotel Nihonbashi Villa 


Room count: 181 
Address : 103-0002Toxno,Chuo-ku Nihonbashi Bakurocho 2-2-1 
Geolocation: 139.78350520133972,35.69529931331693 


te Yr 
Heiwadai Hotel 5 


Room count: 72 
Address : 810-0054@yxyoxa,Dyxyoka,Chuo-ku Imagawa 1-4-2 
Geolocation: 130.3685735,33.5890349 


kk 
Guesthouse Sakuya 


Room count: 13 
Address : 401-0305 AmaHacun,F ujikawaguchiko,Oishi 2526 
Geolocation: 138.7329706,35.5267291 


Kk 
Meitetsu Inn Nagoya Sakuradori 


Room count: 98 
Address : 450-0002Ah1n,Haros,Nakamura-ku Meieki 3-17-21 
Geolocation: 136.8867141008377,35.172655075881686 


WA 
Tokyo Ueno New Izu Hotel 


Room count: 47 
Address : 110-0015Tokno, Taito-ku, Higashiueno 3-13-1 


Geolocation: 139.77917209267616,35.71022149240874 


805. i s 
Hotel Livemax Hiratsuka-Ekimae 


Room count: 146 
Address : 254-0042KaHaraBa,Hiratsuka,Akashimachi 1-26 
Geolocation: 139.34886932373047 ,35.33084686879508 


806. 3% Yr 
Ryokan Katsutaro 


Room count: 7 
Address : 110-0008Toruo,Taito-ku Ikenohata 4-16-8 
Geolocation: 139.7694370150566,35.7178601053126 


807. Yr Yr 
Annex Katsutaro Ryokan 


Room count: 17 
Address : 110-0001Tokuo,Taito-ku Yanaka 3-8-4 
Geolocation: 139.76479142904282,35.726595428894655 


808. Yr Yr 
HOSTEL 64 Osaka 


Room count: 10 
Address : 5500013Ocara,Ocara,Nishi-ku Shinmachi 3-11-20 
Geolocation: 135.48835515975952,34.6780937592315 


809. yv Yr 
Weekly Green In Namba 


Room count: 
Address : 556-0015Ocaka, Ocaka,Naniwa-ku Shikitsu-nishi 2-7-23 
Geolocation: 135.49592435359955,34.6569203052378 


810. sv % 
For Leaves Inn Uehonmachi 


Room count: 10 
Address : 543-0021Ocara,Ocara,Tennoji-ku Higashi-Takatsu-cho 6-19 
Geolocation: 135.5217335,34.6675212 


811. 


812. 


813. 


814. 


815. 


816. 


817. 


UE. 
Turtle Inn Nikko 


Room count: 10 
Address : 321-1433Toruru,Hukko,Takumi-cho 2-16 
Geolocation: 139.5960416,36.7513298 


ki 
Annex Turtle Hotori-An 


Room count: 11 
Address : 321-1433 Toturu,Hurko, Takumi-cho 8-28 
Geolocation: 139.5922976,36.7503604 


kk 
Daibutsu Ryokan 


Room count: 20 
Address : 933-0034 Toama, Takaoka,Daibutsumachi 1276 
Geolocation: 137.0170574,36.7448502 


kk 
Ryokan Mikawaya 


Room count: 15 
Address : 111-0032Toruo, Taito-ku, Asakusa 1-30-12 
Geolocation: 139.79616455733776,35.71209119633749 


kk 
Nikko Park Lodge Tobu Station 


Room count: 10 
Address : 321-1406 Toturu,Hurko,Matsubara 11-6 
Geolocation: 139.6190362,36.7468585 


Kk 
Nikko Tokinoyuu 


Room count: 20 
Address : 3211401 Toturu,Hukko,Kamihatsuishi-machi 1030 
Geolocation: 139.6057654,36.753252 


kk 


818. 


819. 


820. 


821. 


822. 


823. 


Nikko Park Lodge Mountain Side 


Room count: 12 
Address : 321-1421 Toturu,Hukko, lokorono 2828-5 
Geolocation: 139.615953,36.7565156 


we ve 
Hotel Sunlife 


Room count: 63 
Address : 550-0004Ocara,Ocara,Nishi-ku, Utsubohonmachi 3-3-6 
Geolocation: 135.4884833,34.6826693 


* w 
Shimaya 
Room count: 12 


Address : 381-0401 HaraHo,Amanytu, Yudanaka Onsen 
Geolocation: 138.419746756554,36.7393054137742 


oe ve 
Minshuku Kuwataniya 


Room count: 9 
Address : 5060007Iucy, Takayama,Sowa-machi 1-50-30 
Geolocation: 137.2544422745705,36.1437599343036 


kA 
Pension Pai Land 


Room count: 11 
Address : 907-00220xvHaBa,Ishigaki Island, Okawa 217 
Geolocation: 124.157754778862,24.339208234361205 


te ve 
Ryokan Fuji 


Room count: 6 
Address : 1330052Toxno,Edogawa-ku, Higashikoiwa 6-8-3 
Geolocation: 139.886 1962556839,35.73378504760422 


oe 
Ryokan Seifuso 


824. 


825. 


826. 


827. 


828. 


829. 


Room count: 13 
Address : 390-0306HaraHo,Mauymoto,Minamiasama 634-2 
Geolocation: 137.9822838306427,36.25 104806970016 


oe oe 
Family Inn Saiko 


Room count: 12 
Address : 171-0051 Toxno, Toshima-ku, Nagasaki 2-34-16 
Geolocation: 139.69091802835464 ,35.730590951 268645 


KK 
Tokiwa Hotel 


Room count: 29 
Address : 116-0013Tokno,Arakawa-ku Nishinippori 2-21-11 
Geolocation: 139.7702233,35.7294715 


* x 
Grand House Chang Tee Hotel 


Room count: 22 
Address : 1710014Toruo,Toshima-ku, Ikebukuro 2-32-4 
Geolocation: 139.706292450428,35.73382206092135 


* 
Tomato Guest House 


Room count: 15 
Address : 600-8241Knoto,Kuoto,Shimogyo-ku Shiokoji-dori Horikawanishi-iru Shimizu-cho 135 
Geolocation: 135.7520216703415,34.98674795802378 


Kk 
Hotel Saint Paul Nagasaki 


Room count: 44 
Address : 852-8117Haracaru,Haracaku,Hirano-machi 4-16 
Geolocation: 129.86397206783295,32.77179556077937 


ww 
YMCA Asia Youth Center 


Room count: 55 
Address : 136-0074 Tokuo,Chiyoda-ku Sarugaku-cho 2-5-5 


830. 


831. 


832. 


833. 


834. 


835. 


Geolocation: 139.7584974,35.7000021 


ww 
Hotel MyStays Nippori 


Room count: 92 
Address : 116-0014Toxno,Arakawa-ku, Higashinippori 5-43-7 
Geolocation: 139.7742563,35.7276553 


te ve 
Andon Ryokan 


Room count: 24 
Address : 111-0021Toruo, Taito-ku Nihonzutsumi 2-34-10 
Geolocation: 139.79551747441292,35.72829599997315 


Kk 
Mizuhokan (Fomerly Ryogoku Ryokan) 


Room count: 16 
Address : 516-0009Mu, Ise,Fukiage 1-6-26 
Geolocation: 136.70918941497803,34.48917297212308 


w w 
Ichifuji 
Room count: 10 


Address : 462-0818Antu,Haroa,Kita-ku Saikobashi Dori 1-7 
Geolocation: 136.9292871,35.193607 


Y 
Ryokan Shimizu 


Room count: 12 
Address : 600-8317 Knoto,Kuoto,Shimogyo-ku Shichijo dori Wakamiya agaru Kagiyacho 644 
Geolocation: 135.75574457645416,34.99057502198786 


WA 
Murataya 


Room count: 11 
Address : 920-0981McukaBa,KaHaHn3aBa,Katamachi 1-5-2 
Geolocation: 136.6533275,36.5600144 


836. i s 
Hotel Livemax Kyoto Ekimae 


Room count: 54 
Address : 600-8183KuoTo,Kuoto,Shimogyo-ku Ebisuno-cho 713 
Geolocation: 135.75634270906448,34.98900914685591 


837. dv dv 
Nagomi-Ryokan Yuu 


Room count: 5 
Address : 600-8313Knoto,Kuoto,Shimogyo-ku Wakamiya-dori Rokujo Nishi-iru Kami Wakamiya-cho 94 
Geolocation: 135.7558035850525,34.99423886812311 


838. Yr Yr 
Ryokan Sansuiso 


Room count: 10 
Address : 141 0022Toxno,Shinagawa-ku, Higashigotanda 2-9-5 
Geolocation: 139.72645193338394,35.62458632119046 


839. Yr Yr 
Guesthouse Nara Backpackers 


Room count: 8 
Address : 630-8283Hapa,Hapa,Yurugi-cho 31 
Geolocation: 135.8333281,34.6869176 


840. ww 
Rakucho Ryokan 


Room count: 8 
Address : 606-0824Kuoto,Kuoto,Sakyo-ku Shimogamo Higashihangi-cho 67 
Geolocation: 135.76739072799683,35.04490590179968 


841. yv ir 
Kanku Sun Plus Yutaka 


Room count: 83 
Address : 59800630caka,Ocaka,Minato 3-3-4 
Geolocation: 135.3271815,34.4200214 


842. dv dv 


843. 


844. 


845. 


846. 


847. 


848. 


Hotel New Century 


Room count: 69 
Address : 9040021OkuHaBa,Kadena,Goya 2-1-43 
Geolocation: 127.79850482940674,26.33246845554225 


Kk 
Sharely Style Hakata 


Room count: 132 
Address : 810-0062@yxyoka,Dykyoka,Minami-ku ljiri 1-32-5 
Geolocation: 130.44210880994797,33.55351248352845 


ww 
Hotel Metro The 21 


Room count: 339 
Address : 542-0084Ocaka,Ocaka,Chuo-ku Soemon-cho 2-13 
Geolocation: 135.50490975379944,34.669666499275976 


Yk 
Chisun Inn Sapporo 


Room count: 203 
Address : 060-0002Xokkango,Cannopo,Chuo-ku Kita 2-jo Nishi 2-19 
Geolocation: 141.35330021381378,43.06437697106352 


oe oe 
Hotel Asia Center of Japan 


Room count: 173 
Address : 107-0052 Tokno,Minato-ku, Akasaka 8-10-32 
Geolocation: 139.7280287 ,35.6704492 


kk 
Narita Airport Rest House 


Room count: 209 
Address : 282-00274uba,AaporopT Tokuo-Hapura,Narita International Airport 
Geolocation: 140.38596153259277 ,35.76817388431271 


Kk 
Hotel Grantia Fukuyama Spa Resort 


Room count: 156 
Address : 720-0825Xupocuma,Fukuyama,Okinogamicho 5-27-11 
Geolocation: 133.36859464645386,34.46864392865927 


849. ir wç 
Toyoko Inn Tokyo Nihonbashi 


Room count: 229 
Address : 103-0011Tokno,Chuo-ku Nihon-bashi Odenma-cho 14-16 
Geolocation: 139.7809019,35.69139 


850. Yr Yr 
Toyoko Inn Tokyo Kamata No.1 


Room count: 52 
Address : 144-0051Toxno,Ota-ku, Nishikamata 8-7-7 
Geolocation: 139.7114396095276,35.56097227927377 


851. dv oe 
Toyoko Inn Nagoya Marunouchi 


Room count: 236 
Address : 460-0002Antu,Haros,Naka-ku Marunouchi 1-4-20 
Geolocation: 136.89574241638184,35.176417303487874 


852. 4v iv 
Hotel Union 


Room count: 43 
Address : 890-0046Karocuma,Karocuma,Nishida 2-12-34 
Geolocation: 130.5416031,31.5869542 


853. jr Yr 
Nihonkan 


Room count: 18 
Address : 600-8216Knoto,Kuoto,Shimogyo-ku Higashishiokoji-cho 696-1 
Geolocation: 135.7581478357315,34.988642174877135 


854. 4v iv 
Ikoi No le 


Room count: 6 
Address : 600-8304 Kworo,Kworo, Shimogyo-ku Rokujo-dori Shinmachi Higashi-iru Ushitora-cho 885 


855. 


856. 


857. 


858. 


859. 


860. 


Geolocation: 135.756997 168064 12,34.9940235332553 


Ww w 
Ryokan Kyoka 


Room count: 12 
Address : 600-8155Knoto,Kuoto,Shimogyo-ku Nishi Tamamizu-cho 285 
Geolocation: 135.76157838106155,34.99047877624088 


w w 
Chiyoda Inn 
Room count: 9 


Address : 116-0003Toruo,Arakawa-ku Minamisenju 5-33-9 
Geolocation: 139.7974795103073,35.73238941527034 


Da 
Hotel Le Botejour Nanba Annex 


Room count: 65 
Address : 542-0074Ocaka,Ocaka,Chuo-ku Sennichimae 2-4-9 
Geolocation: 135.50469249486923,34.6662762948453 


kk 
Juyoh Hotel 


Room count: 77 
Address : 111-0022Tokvo, Taito-ku Kiyokawa 2-15-3 
Geolocation: 139.80078667402267,35.72671301116191 


we ve 
Aizuya Inn 


Room count: 19 
Address : 111-0022Tokvo, Taito-ku Kiyokawa 2-17-2 
Geolocation: 139.80099320411682,35.727492533655166 


kk 
Tokyo Plaza Hotel 


Room count: 46 
Address : 169-0073Tokwo,Shinjuku-ku, Hyakunin-cho 2-15-1 
Geolocation: 139.698694,35.7017724 


861. Yr AF 
Chuokan Shimizuya Ryokan 


Room count: 18 
Address : 380-0841 HaraHo,Nagano,Daimon 49 
Geolocation: 138.1876912,36.6553371 


862. dv Vç 
Toyoko Inn Shin-Osaka Chuo-guchi Shinkan 


Room count: 101 
Address : 532-00110caka,Ocaka, Yodogawa-ku Nishi-nakajima 5-2-6 
Geolocation: 135.50121903419495,34.72905726137276 


863. ip Yr 
Toyoko Inn Kushiro Jujigai 


Room count: 208 
Address : 085-0015Xokkanno,Kycupo,Kitaodori 7-2-1 
Geolocation: 144.3836971,42.9854653 


864. 4? iv 
Hotel Hokke Inn Nihonbashi 


Room count: 90 
Address : 103-0016Toxno,Chuo-ku Nihonbashikoami 4-6 
Geolocation: 139.78219628334045,35.681844959791846 


865. i s 
Toyoko Inn Tokyo Nihon-bashi Mitsukoshi-mae 


A4 


Room count: 83 
Address : 103-0024 Tokuo,Chuo-ku Nihon Kobune-cho 11-12 
Geolocation: 139.7785860300064,35.68705966250857 


866. Yr s 
Hotel Hokke Inn Hatchobori 


Room count: 147 
Address : 104-0032Toxno,Chuo-ku Hatchobori 3-20-4 
Geolocation: 139.77699548006058,35.675383841660725 


867. 


868. 


869. 


870. 


871. 


872. 


873. 


Ye 
Toyoko Inn Tokyo Ikebukuro Kita-guchi No.2 


Room count: 373 
Address : 171-0014Toxno,Ikebukuro Toshima 2-51-2 
Geolocation: 139.710333,35.7341333 


te 
Toyoko Inn Kobe Sannomiya No.2 


Room count: 334 
Address : 651-0096Xéro,Ko6e,Chuo-ku Kumoidori 5-2-2 
Geolocation: 135.1975942,34.6952769 


we ve 
Toyoko Inn Shimonoseki-eki Higashi-guchi 


Room count: 129 
Address : 750-0018 Yamaguchi, CumoHoceku, Buzenda-cho 2-7-10 
Geolocation: 130.9248661994934,33.94975741051687 


we ve 
Toyoko Inn Tokyo Nihon-bashi Ningyo-cho 


Room count: 142 
Address : 103-0014 Tokwo,Chuo-ku Nihonbashikakigara 1-10-2 
Geolocation: 139.781216,35.6834132 


Kk 
Toyoko Inn Toyama Ekimae Takara-machi 


Room count: 305 
Address : 930-0007 Tosma, Toama, Takaramachi 1-5-1 
Geolocation: 137.2092189,36.7001177 


we kk 
Toyoko Inn Tokyo Ikebukuro Kita-guchi No.1 


Room count: 226 
Address : 171-0014 Tokuo, Toshima-ku Ikebukuro 2-50-5 
Geolocation: 139.7109468,35.7343417 


kk 


874. 


875. 


876. 


877. 


878. 


Toyoko Inn Tokyo-eki Shin-Ohashi Mae 


Room count: 208 
Address : 103-0007 Toxno,Chuo-ku Nihonbashi Hamacho 2-58-2 
Geolocation: 139.7906125,35.6872268 


Kk 
Okayama Sunshine 


Room count: 69 
Address : 700-08260Okasma,Okaama,Kita-ku Togiya-cho 1-13 
Geolocation: 133.9248365163803,34.66507442435553 


kk 
Toyoko Inn Sapporo Susukino Kosaten 


Room count: 389 
Address : 064-0804 Xoxkango,Cannopo,Chuo-ku Minami 4-jo Nishi 3-4-1 
Geolocation: 141.3544572,43.0561438 


we ve 
Toyoko Inn Tokyo Akabane-eki Higashi-guchi 
Ichiban-gai 


Room count: 113 
Address : 115-0045Toruo,Kita-ku Akabane 3-2-2 
Geolocation: 139.7199473,35.7834193 


oe ve 
Toyoko Inn Tokyo Machida-eki Odakyu-sen 
Higashi-guchi 


Room count: 233 
Address : 194-0021 Toruo,Machida,Machida-shi Naka-machi 1-3-3 
Geolocation: 139.444873631001,35.5467794949721 


we kk 
Toyoko Inn Tokyo Haneda Kuko No.1 


Room count: 250 
Address : 144-0043Toxno,Ota-ku, Haneda 1-2-1 
Geolocation: 139.742061,35.5519533 


879. 


880. 


881. 


882. 


883. 


884. 


Y 
Toyoko Inn Tokyo Asakusa Senzoku Tsukuba 


Express 


Room count: 184 
Address : 111-0031Toruo, Taito-ku Senzoku 1-15-1 
Geolocation: 139.7923443,35.7 184125 


Kk 
Toyoko Inn Souka-eki Nishi-guchi 


Room count: 165 
Address : 340-0034Cantama,Cora,Hikawa-machi 2124-15 
Geolocation: 139.8016747,35.8283069 


tk 
Toyoko Inn Tokyo Monzen-Nakacho Eitaibashi 


Room count: 307 
Address : 135-0034Tokwo,Koto-ku Eitai 1-15-3 
Geolocation: 139.7911572,35.6751616 


we ve 
Toyoko Inn Nagano-eki Zenkoji-guchi 


Room count: 215 
Address : 380-0824HaraHo,Nagano,Minamiishido 1315-8 
Geolocation: 138.185408,36.6431056 


oe ve 
Toyoko Inn Tottori Eki Minami Guchi 


Room count: 103 
Address : 680-0845 Tottori, Tottori, Tomiyasu 2-153-3 
Geolocation: 134.227834,35.4925086 


oe ve 
Toyoko Inn Tokyo Asakusa Kuramae 


Kaminarimon 


Room count: 105 
Address : 111-0043Toxno, Taito-ku, Komagata 1-3-13 
Geolocation: 139.79397 118091583,35.70612802707772 


885. yv iy 
Toyoko Inn Sapporo Susukino Minami 


Room count: 195 
Address : 060-0056Xoxxahpo,Cannopo,Chuo-ku Minami 6-jo Higashi 2-1-1 
Geolocation: 141.3601597,43.054569 


886. yv yv 
Toyoko Inn Tokyo Kanda Akihabara 


Room count: 215 
Address : 103-0002Toxno,Chuo-ku Bakuro-cho Nihon-bashi 2-2-4 
Geolocation: 139.7831683,35.695434 


887. Yr w 
Toyoko Inn Shin-Osaka-eki Higashi-guchi 


Room count: 128 
Address : 533-0031 Ocaka,Ocaka,Higashi Yodogawa-ku Nishi-Awaji 2-8-5 
Geolocation: 135.50606310367584,34.73719105099683 


888. ty Yr 
Toyoko Inn Nihonbashi Zeimusho-mae 


Room count: 118 
Address : 103-0006Toxno,Chuo-ku Tomizawa-cho Nihon-bashi 11-5 
Geolocation: 139.7816263139248,35.6898108821028 


889. ip Yr 
Toyoko Inn Tokyo Shinagawa Aomono Yokocho 


Eki 


Room count: 197 
Address : 140-0004 Tokuo,Shinagawa-ku Minamishinagawa 3-1-20 
Geolocation: 139.74273025989532,35.609464955 12921 


890. Fr ç 
Tabinoyado Ubukata 


Room count: 8 
Address : 097-0022Xoxkanno,BakkaHan,Chuo 4-7-35 
Geolocation: 141.67625695466995 45.41369194037111 


891. Www? 
Toyoko Inn Kyoto Gojo-Omiya 


Room count: 156 
Address : 600-8362Knoto,Kuoto,Simogyo-ku Omiyadori Gojyo-kudaru 2 Nishigawa Chudojimae-cho 502-5 
Geolocation: 135.74873328208923,34.99453989652956 


892. dv dv 
Business Hotel Sannex Funabori 


Room count: 80 
Address : 134-0091Tokuo,Edogawa-ku Funabori 1-7-19 
Geolocation: 139.8631194,35.6847341 


893. ir s 
Toyoko Inn Tokyo Tozai-Sen Nishi-kasai 


Room count: 197 
Address : 134-0088Tokuo,Edogawa-ku Nishi-kasai 5-11-12 
Geolocation: 139.86196517944336,35.664592357 520384 


894. ir Yr 
Toyoko Inn Tokyo Ueno Tawaramachi-eki 


Room count: 138 
Address : 111-0042Tokwo,Taito-ku, Kotobuki 3-19-5 
Geolocation: 139.79137480258942,35.70781052231101 


895. ir s 
7 Days Hotel 


Room count: 80 
Address : 780-0822Koun,Kotu,Harimaya-cho 2-13-17 
Geolocation: 133.54579210281372,33.561695875319444 


896. Yr yv 
Toyoko Inn Kyoto Shijo-Karasuma 


Room count: 223 
Address : 600-8008Kworo,Kworo,Shimogyo-ku Shijo-dori Karasuma-higashi-iru Naginataboko-cho 28 
Geolocation: 135.7607388496399,35.00392615374027 


897. yv 4 


898. 


899. 


900. 


901. 


902. 


903. 


Toyoko Inn Osaka Nanba 


Room count: 142 
Address : 556-0016Ocaka,Ocaka,Naniwa-ku Moto-machi 2-8-7 
Geolocation: 135.49760341644287,34.66146076602115 


Ye 
Toyoko Inn Hakodate Daimon 


Room count: 143 
Address : 040-0035Xokkanno,Hakodate,Matsukaze-cho 5-1 
Geolocation: 140.73038935661316,41.771079630932064 


DE 
Toyoko Inn Sapporo-eki Minami-guchi 


Room count: 115 
Address : 060-0003Xokkango,Cannopo,Chuo-ku Kita 3-jo Nishi 1-1-16 
Geolocation: 141.3546178,43.0654982 


Kk 
Toyoko Inn Shin-Yokohama Ekimae Shinkan 


Room count: 288 
Address : 222-0033KanaraBa,Mororama,Kohoku-ku Shin-Yokohama 2-2-14 
Geolocation: 139.613965,35.5069197 


** 
Toyoko Inn Sapporo-eki Kita-guchi 


Room count: 357 
Address : 060-0806Xorrango,Cannopo,Kita-ku Kita 6-jo Nishi 1-4-3 
Geolocation: 141.3540898,43.0694421 


Kk 
Toyoko Inn Tokyo Haneda Kuko No.2 


Room count: 311 
Address : 144-0043Toxno,Ota-ku Haneda 1-1-7 
Geolocation: 139.741511,35.5520422 


te ve 
Toyoko Inn Tokyo Shinjuku Kabuki-cho 


904. 


905. 


906. 


907. 


908. 


909. 


Room count: 350 
Address : 160-0021 Toxno,Shinjuku-ku Kabukicho 2-20-15 
Geolocation: 139.7042491,35.6973425 


oe ve 
Toyoko Inn Aomori-eki Shomen-guchi 


Room count: 194 
Address : 030-0803Aomopn,Aomopy, Yasukata 1-3-5 
Geolocation: 140.7360735,40.8288239 


we ve 
Toyoko Inn Tokyo Nihon-bashi Hamacho Meijiza- 


mae 


Room count: 85 
Address : 103-0007 Toxno,Chuo-ku Nihon-bashi hama-cho 1-1-4 
Geolocation: 139.78569120168686,35.68927606934623 


oe 
Toyoko Inn Chubu Kokusai-kuko Honkan Orange 
Side 


Room count: 421 
Address : 479-0881 Aiutu, Tokoname,Centrair 4-2-5 
Geolocation: 136.8183445930481,34.861 76043991629 


kk 
Toyoko Inn Osaka Taniyon Kousaten 


Room count: 195 
Address : 540-0012Ocara,Ocaka,Chuo-ku Tani-machi 4-11-1 
Geolocation: 135.51681339740753,34.68104940585168 


oe oe 
Toyoko Inn Tokyo Shinagawa Oimachi 


Room count: 186 
Address : 140-0014 Tokno,Shinagawa-ku, Oi 1-27-3 
Geolocation: 139.7316251,35.606207 


kk 


Toyoko Inn Tokyo Yamanote-sen Otsuka-eki Kita- 
guchi No.2 


Room count: 139 
Address : 170-0004 Tokuo, Toshima-ku, Kitaotsuka 2-5-9 
Geolocation: 139.7272011,35.7326369 


910. wy 
Toyoko Inn Takamatsu Nakajin-cho 


Room count: 222 
Address : 760-0007 Karasa, Takamauy,Chuo-cho 11-5 
Geolocation: 134.0465645492077,34.33580413454309 


911. dv dy 
Toyoko Inn Tokyo Shinagawa-eki Takanawa- 


guchi 


Room count: 180 
Address : 108-0074Tokwo,Minato-ku, Takanawa 4-23-2 
Geolocation: 139.7374852001667,35.62653869867809 


912. dv oe 
Toyoko Inn Narita Kuko 


Room count: 331 
Address : 286-0106uwv6a,Asponopr Tokuo-Haputa, Tokko 560 
Geolocation: 140.3842180967331,35.78204667511277 


913. wç wç 
Toyoko Inn Kyoto Gojo-Karasuma 


Room count: 162 
Address : 600-8414Knoto,Kuoto,Simogyo-ku Karasuma-dori Matsubara-sagaru Gojo-Karasuma 393 
Geolocation: 135.75946480035782,34.99865091088454 


914. YY 
The Canaan Hotel 


Room count: 26 
Address : 144-0046 Toxno,Ota-ku, Higashirokugo 2-14-14 
Geolocation: 139.71709370613098,35.54904038346823 


915. X w 
Toyoko Inn Takamatsu Hyogomachi 


Room count: 148 
Address : 760-0024Karasa, Takamauy,Hyogo-machi 3-1 
Geolocation: 134.04815912246704,34.34626187826997 


916. Www 
Otsuka City Hotel 


Room count: 35 
Address : 170-0005Tokno, Toshima-ku, Minamiotsuka 2-44-5 
Geolocation: 139.72981810569763,35.73040152230878 


917. wç wç 
Smile Hotel Nagano 


Room count: 184 
Address : 380-0821HaraHo,Nagano, Tsuruga Kamichitose 1177-3 
Geolocation: 138.1891688,36.6488493 


918. dv oe 
Hotel New Koyo 


Room count: 76 
Address : 111-0021Toruo, Taito-ku Nihonzutsumi 2-26-13 
Geolocation: 139.7983295,35.7282117 


919. Ir X 
Guest House Shinagawa-shuku 


Room count: 14 
Address : 140-0001Tokwo,Shinagawa-ku, Kitashinagawa 1-22-16 
Geolocation: 139.740396,35.6218082 


920. 4v Yr 
Hanakiya 


Room count: 
Address : 605-0846Kworo,Kvworo,Higashiyama-ku Gojobashi-higashi 6-583-101 
Geolocation: 135.7795118,34.9955713 


921. qv dv 


Aria Hotel 


Room count: 20 
Address : 399-9301 HaraHo,Xaky6a-Mypa,Happou Wadano 4697-1 
Geolocation: 137.83800780773163,36.70705203671452 


922. Y* IP 
Rosenheim Hakuba 


Room count: 40 
Address : 399-9301 HaraHo,Xaky6a-Mypa,Happo 3750 
Geolocation: 137.8419828414917,36.69833495434575 


923. wy 
First Inn Kyobashi 


Room count: 70 
Address : 104-0031 Tokvo,Chuo-ku Kyobashi 2-6-16 
Geolocation: 139.7708085,35.676597 


924. Yr Vç 
Sumiyoshiya 


Room count: 10 
Address : 920-0906McukaBa,KauaunaaBa,54 Jukken-machi 
Geolocation: 136.6581491,36.5705993 


925. Yr jv 
Hotel Weisser Hof Happei 


Room count: 38 
Address : 3999301HaraHo,Xaky6a-Mypa,Happo 5265 
Geolocation: 137.84393548965454,36.7013697879395 


926. Www 
El Inn Kyoto 


Room count: 512 
Address : 601-8004 Kworo,Kworo,Minami-ku Higashikujyo Higashi-Sanno-cho 13 
Geolocation: 135.7614412,34.9837917 


927. Wy 
Hotel Yamayuri 


Room count: 23 
Address : 110-0015Tokno, Taito-ku, Higashiueno 2-19-5 
Geolocation: 139.77746218442917,35.71036305568528 


928. ir wç 
Monkey Rider 


Room count: 12 
Address : 399-9301 HaraHo,Xaxy6a-Mypa,Hokujo Mukaihara 2937 
Geolocation: 137.8446865081787,36.68996445517172 


929. Yr w 
RB Hotel Higashi-Nihonbashi 


Room count: 203 
Address : 103-0004 Tokno,Chuo-ku Higashi Nihombashi 2-15-6 
Geolocation: 139.7855071,35.6939259 


930. yv yr 
Four Season 


Room count: 15 
Address : 399-9301 HaraHo,Xaky6a-Mypa,Misorano 2450-1 
Geolocation: 137.84664452075958 ,36.69074519545267 


931. WwW 
Hotel Meigetsu 


Room count: 26 
Address : 116-0003Toxno,Arakawa-ku Minami-senju 7-21-10 
Geolocation: 139.7978174686432,35.73818298015385 


932. Www? 
Hakuba Berg Land 


Room count: 22 
Address : 399-9301 HaraHo,Xaxy6a-Mypa,Hokujo 5736 
Geolocation: 137.8460705280304,36.70142312008488 


933. 4v Yr 
Guest House In Kyoto Sun Rich Kyoto Station 


Room count: 8 
Address : 601-8427 Knoto,Kuoto,MlInami-ku Nishikujo Yokomachi 56-1 


Geolocation: 135.75017094612122,34.983517579921525 


934. Ww? 
Guest House In Kyoto Highland Shimabara 


Room count: 
Address : 600-8363Knoto,Kuoto,Shimogyo-ku Omiya 1-568 
Geolocation: 135.7489961385727,34.993032546101354 


935. yv Yr 
Snowbird Pension 


Room count: 7 
Address : 399-9211HaraHo,Xaky6a-Mypa,Kamishiro 22272-3 
Geolocation: 137.841467857361,36.663393053908 


936. Yr Yr 
BB Santana Hakuba 


Room count: 9 
Address : 399-9211HaraHo,Xaky6a-Mypa,Kamishiro 22203-152 
Geolocation: 137.84045934677 1,36.6610951603968 


937. X iv 
Hotel Montblanc Hakuba 


Room count: 22 
Address : 399-9211HaraHo,Xaxy6a-Mypa,Kamishiro 22200-8 
Geolocation: 137.84064173698425,36.65870682758947 


938. yv i 
Hotel Ginza Daiei 


Room count: 126 
Address : 104-0061Toxno,Chuo-ku Ginza 3-12-2 
Geolocation: 139.76934850215912,35.670955206 152364 


939. 3% s> 
Petite Hotel Hamac 


Room count: 10 
Address : 399-9301 HaraHo,Xaky6a-Mypa,Hokujyo 4713 
Geolocation: 137.8410665,36.7062813 


940. 


941. 


942. 


943. 


944. 


945. 


946. 


Kk 
Weekly Mansion Gojyo Ivy 


Room count: 
Address : 600-8334 Knoto,Kuoto,Shimogyo-ku Nishiwakamatsu-cho 245 
Geolocation: 135.75365245342255,34.9928128133999 


Kk 
Hotel Goryukan 


Room count: 37 
Address : 399-9301 HaraHo,Xaky6a-Mypa,Hokujo 3353 
Geolocation: 137.843012809753,36.6986016253621 


Y 
Weekly Mansion Ichijo Ivy 


Room count: 
Address : 602-8033Kworo,Kworo,Kamigyo-ku Horikawa-dori Ichijo Sagaru Fukudaimyojin-cho 109 
Geolocation: 135.7514624297619,35.02615489538084 


LE. 
Ace Inn Fukui 


Room count: 166 
Address : 910-0006Fukui,Dyxyn,Chuo 3-4-20 
Geolocation: 136.2146861,36.0628449 


ww 
Ueno Terminal Hotel 


Room count: 73 
Address : 110-0015Toruo, Taito-ku, Higashiueno 2-21-11 
Geolocation: 139.7783791,35.7 101433 


we w 
Hotel Business Villa Omori 


Room count: 57 
Address : 143-0015Toxno,Ota-ku, Omorinishi 3-32-7 
Geolocation: 139.7339379787445,35.57497493429896 


kk 


947. 


948. 


949. 


950. 


951. 


952. 


Hanamiya Ryokan 


Room count: 15 
Address : 171-0014Toxno, Toshima-ku, Ikebukuro 2-37-6 
Geolocation: 139.70765233039856,35.73377633858593 


Kk 
Yokohama Hostel Village Hayashi-Kaikan 


Room count: 24 
Address : 231-0025Kanarasa,Morkorama,Naka-ku Matsukagecho 3-11-2 Sanwa Building 1F 
Geolocation: 139.6392702,35.4381779 


*x* 
Tokyo Inn 


Room count: 153 
Address : 143-0021Toxno,Ota-ku, Kitamagome 2-31-6 
Geolocation: 139.7117326,35.5972215 


Yk 
Weekly Sapporo 2000 Annex 


Room count: 66 
Address : 064-0807 Xorrango,Cannopo,Chuo-ku Minami 7-jo Nishi 5-289-63 
Geolocation: 141.3526028394699,43.051422733182015 


* 
Hoshidekan 


Room count: 10 
Address : 516-0009My,Ise,Kawasaki 2-15-2 
Geolocation: 136.7140855,34.4948693 


Kk 
Park In Hotel Atsugi 


Room count: 234 
Address : 243-0013KaHaraBa,Atsugi,Izumicho 2-4 
Geolocation: 139.3657672405243,35.4398033931265 


kk 


The Hours Shonan Hiratsuka (Formerly Park Inn 
Hotel Hiratsuka) 


Room count: 140 
Address : 254-0042KaHaraBa,Hiratsuka,Akashicho 24-9 
Geolocation: 139.3464823,35.3296609 


953. yv jv 
Tokyo Grand Hotel 


Room count: 156 
Address : 105-0014 Tokwo,Minato-ku, Shiba 2-5-2 
Geolocation: 139.7511605,35.6527382 


954. 4v ob 
Sapporo Oriental Hotel 


Room count: 50 
Address : 064-0808Xorrango,Cannopo,Chuo-ku Minami 8-jo Nishi 4-422-41 
Geolocation: 141.3537240028381,43.05007423770672 


955. tr s 
BB Pension Hakone 


Room count: 224 
Address : 250-0407KaHaraBa,Hakone,Ninotaira 1297 
Geolocation: 139.043276,35.24 16651 


956. 3% Yr 
Bizenya Koshi 


Room count: 75 
Address : 711-0927Okaama,Kypacuku,Shimotsui 5-1-1 
Geolocation: 133.7819702,34.4398 


957. w iv 
Seaside Hotel The Beach 


Room count: 48 
Address : 904-01130kuHaBa,Chatan,Miyagi 3-134 
Geolocation: 127.7434316,26.3319927 


958. yv Yr 


959. 


960. 


961. 


962. 


963. 


964. 


Sky Spa Yokohama 


Room count: 46 
Address : 220-0011KaHarasa,Mokorama,Nishi-ku Takashima 2-19-12 
Geolocation: 139.6245147,35.4647331 


te 
Hotel Keyaki no Ki 


Room count: 80 
Address : 399-9301 HaraHo,Xaky6a-Mypa,Hokujo 4721 
Geolocation: 137.8396751 ,36.7095142 


AH 
Hotel Nire no Ki 


Room count: 33 
Address : 399-9311HaraHo,Xaky6a-Mypa,Hokujo 9342-117 
Geolocation: 137.83878028392792,36.70927630850156 


T 
Hotel Wadano no Mori in Hakuba 


Room count: 20 
Address : 399-9301 HaraHo,Xaxy6a-Mypa,Hokujo 4853-3 
Geolocation: 137.8287875,36.7 144688 


te 
Hotel Meribel Tsugaike 


Room count: 23 
Address : 399-9422HaraHo,Xaxy6a-Mypa, Tsugaike Kogen 
Geolocation: 137.87240982055664 ,36.74607 152026785 


kk 
Business Hotel Taiyo 


Room count: 50 
Address : 557-0002Ocara,Ocara,NIshinari-ku Taishi 1-2-23 
Geolocation: 135.5047718,34.6483624 


ve ve 
Grove Inn Skala 


965. 


966. 


967. 


968. 


969. 


970. 


Room count: 12 
Address : 399-9301HaraHo,Xaxy6a-Mypa,Hokujo Misorano 2940-19 
Geolocation: 137.8356143,36.6910911 


Kr 
Chateau Est Takamatsu 


Room count: 64 
Address : 760-0036KaraBa, Takamauy,Jotocho 2-2-7 
Geolocation: 134.05860900878906,34.34740457681595 


Ye 
Yamadaya 


Room count: 15 
Address : 250-0408KaHaraBa,Hakone,Gora 1320-907 
Geolocation: 139.0329558,35.2469225 


te w 
APA Hotel Takamatsu Kawaramachi 


Room count: 60 
Address : 760-0048Karasa, Takamauy,Fukudamachi 13-16 
Geolocation: 134.0535905,34.340541 


kk 
Hotel Kangetsuso 


Room count: 45 
Address : 110-0005Toruo,Taito-ku Ueno 2-14-28 
Geolocation: 139.7729239,35.7110125 


Kk 
J Residence Shinjuku 


Room count: 
Address : 160-0021 Tokuvo,Shinjuku-ku, Kabukicho 2-3-7 
Geolocation: 139.7067779302597,35.697047384851714 


kk 
Hotel Econo Nagoya Sakae 


Room count: 142 
Address : 460-0003Ah11,Haros,Naka-ku Nishiki 3-6-15 


971. 


972. 


973. 


974. 


975. 


976. 


Geolocation: 136.90752267837524,35.17214027737805 


kk 
Nishitetsu Inn Nihonbashi 


Room count: 263 
Address : 130-0024 Tokuo,Chuo-ku Kofune-cho Nihonbashi 15-18 
Geolocation: 139.7795494,35.6854823 


te * 
Yokkaichi City Hotel Annex 


Room count: 152 
Address : 510-0067Mu,Yokkaichi,Hamadacho 7-11 
Geolocation: 136.6193935,34.9644955 


te ve 
Flexstay Inn Kiyosumi-shirakawa 


(Formerly:Weekly Mansion at Fukagawa) 


Room count: 
Address : 135-0006Toxno,Koto-ku Tokiwa 1-12-16 
Geolocation: 139.79599356651306,35.68445932527672 


oe * 
Ise City Hotel Annex 


Room count: 143 
Address : 516-0073Mu,Ise,Fukiage 2-5-11 
Geolocation: 136.7130884,34.4920001 


we ve 
Yumiya Komachi 


Room count: 5 


Address : 605-0817 Knoto,Kuoto,Higashiyama-ku Matsubara-Dori Yamatooji Higashi-iru Yumiyacho 67-5 


Geolocation: 135.7730874,34.9985626 


kk 
Toyoko Inn Tokyo Akiba Asakusabashi-eki 


Higashi-guchi 


Room count: 239 
Address : 111-0052Tokvo, Taito-ku, Yanagibashi 2-14-4 
Geolocation: 139.7879873,35.6995336 


977. dv dy 
Toyoko Inn Tokyo Shinagawa-eki Konan-guchi 
Tennozu 


Room count: 741 
Address : 140-0002Tokuo,Shinagawa-ku, Higashishinagawa 2-2-35 
Geolocation: 139.74857211112976,35.621887 143483804 


978. X iv 
Takao Kanko Hotel 


Room count: 19 
Address : 616-8292Kworo,Kworo,Ukyo-ku Umegahata Takao-cho 5 
Geolocation: 135.673046708107,35.05485066584922 


979. Ie iv 
Business Hotel Marine 


Room count: 37 
Address : 261-0004 Hn6a,4n6a,Mihama-ku Takasu 3-20-42 
Geolocation: 140.074559,35.6279703 


980. k k 
Ryokan Hinomoto 


Room count: 8 
Address : 600-8034 Knoto,Kuoto,Shimogyo-ku Kawaramachi-dori Matsubara-agaru Kotake-cho 375 
Geolocation: 135.7675851,34.9998513 


981. Y IP 
Business Hotel Nissei 


Room count: 131 
Address : 542-0075Ocaka,Ocaka,Chuo-ku Namba Sennichimae 4-31 
Geolocation: 135.5047018,34.6644632 


982. 3v jv 
Nisshin Namba Inn 


983. 


984. 


985. 


986. 


987. 


988. 


Room count: 65 
Address : 55600160Ocaka,Ocaka,Naniwa-ku Motomachi 3-10-18 
Geolocation: 135.497036,34.659586 


we ve 
Takigawa Ryokan 


Room count: 12 
Address : 600-8186Knoto,Kuoto,Shimogyo-ku Tomita-cho 365 
Geolocation: 135.76096147298813,34.993206134518395 


we ir 
Hotel Gran Casa 


Room count: 21 
Address : 739-0011Xupocnma, Higashihiroshima, Saijo-honmachi 17-13 
Geolocation: 132.7479398,34.4294912 


* x 
Cityroute Hotel 


Room count: 124 
Address : 550-0004Ocaka, Ocaka, Nishi-ku Utsubohon-machi 2-2-6 
Geolocation: 135.49236238002777,34.683559416932304 


ww 
Hotel Grand Fine Kyoto Minami 


Room count: 48 
Address : 6128449Kuoto, Kuoto,Fushimi-ku Takedanishikoyanouchi 31 
Geolocation: 135.7482236623764,34.951945464301005 


oe oe 
Hotel Grand Fine Kyoto Okazaki 


Room count: 22 
Address : 6068436Kuoro,Kuoro,Sakyo-ku Awataguchi Torii 53-11 
Geolocation: 135.7854196,35.0102559 


te ir 
Aoiso Inn 


Room count: 15 
Address : 603-8156Kuoto,Kuoto,Kita-ku Koyama Nakamizo-cho 16-8 


Geolocation: 135.7568657 ,35.0392032 


989. Yr yr 
Sun Hotel Nara 


Room count: 175 
Address : 630-8122Hapa,Hapa,Sanjohon 4-21 
Geolocation: 135.8190741,34.6796432 


990. 3% Yr 
Veada 


Room count: 
Address : 605-0814Knoto,Kuoto,Higashiyama-ku Yakushi-cho 1-235 
Geolocation: 135.7727336883545,34.99778522005622 


991. X yv 
Aikume Ryokan 


Room count: 16 
Address : 540-0033Ocaka,Ocaka,Chuo-ku Kokumachi 1-1-5 
Geolocation: 135.5162445,34.689294 


992. IP jv 
Minshuku Getto 


Room count: 10 
Address : 9000014OxvHapa,Haxa,Matsuo 1-16-24 
Geolocation: 127.683301,26.2125319 


993. yv yr 
Rakushin-An 


Room count: 1 

Address : 604-0842Kworo,Kworo,Nakagyou-ku Higashinotouindori Takeyamachi-sagaru Sanbongi Gochoume 
467 

Geolocation: 135.7607589662075,35.0160924098115 


994. Wy? 
Tougetsu 


Room count: 8 
Address : 604-0813Knoto,Kuoto,Nakagyo Ebisucho 584 
Geolocation: 135.76136112213135,35.014638178295534 


995. 


996. 


997. 


998. 


999. 


1000. 


Kk 
Weekly Mansion Oike Ivy 


Room count: 3 
Address : 604-8106Knoto,Knoto,Nakagyo-ku Sakaimachi-dori Oike-sagaru Maruki-Zaimoku-cho 684 
Geolocation: 135.7633603,35.0098671 


KK 
Momijiso 
Room count: 7 


Address : 7390500Xupocuma,Miyajima,Hatsukaichi-shi Momijitani koen nai Miyajima 
Geolocation: 132.324 7 1108436584,34.29432796482482 


kk 
Taito Ryokan 


Room count: 7 
Address : 111-0035Toruo, Taito-ku, Nishi Asakusa 2-1-4 
Geolocation: 139.79125678539276,35.71191805728061 


Kk 
Guest House In Kyoto Arklead Gojohorikawa 


Room count: 
Address : 600-8357 Knoto,Kuoto,Shimogyo-ku Kakimoto-cho 700-1 
Geolocation: 135.75083076953888,34.99477720281402 


Kh 
Hotel Laforet Shin-Osaka 


Room count: 332 
Address : 532-0003Ocara,Ocara,Miyahara 1-2-70 
Geolocation: 135.4991912841797 ,34.73432998808567 


Kk 
Ishigakijima Hotel Olive 


Room count: 9 
Address : 907-0012OxuHaga,Ishigaki Island,Misaki-cho, 1-5 
Geolocation: 124.157 14055299759,24.337954549425493 


1001. 


1002. 


1003. 


1004. 


1005. 


1006. 


1007. 


Kk 
Nishitetsu Inn Tenjin 


Room count: 165 
Address : 810-0004@yxyoxa,Pykyoka,Chuo-ku, Watanabedori 4-7-1 
Geolocation: 130.4016239,33.5857052 


Yk 
Sauna Capsule Hotel Hokuo 


Room count: 210 
Address : 110-0005Tokno, Taito-ku Ueno 7-2-16 
Geolocation: 139.7777457,35.7 13043 


kk 
Guest House Hennka Kyoto 


Room count: 4 
Address : 605-0955KuoTo,KuoTo, 1-12 Souzancho, Imagumano, Higashiyamaku 
Geolocation: 135.78250899910927 ,34.98386919188288 


oe * 
Sawada Ryokan 


Room count: 10 
Address : 926-0211McukaBa,Nanao,Notojima Koudamachi 115-12 
Geolocation: 136.9987177848816,37.13153065922382 


ww 
Beach Side House WAVE 


Room count: 13 
Address : 415-0029Cug3yoka,Cumoaga, Toji 692 
Geolocation: 138.9151211,34.6451427 


te 
Business Ryokan Kaneko 


Room count: 6 
Address : 250-0012KaHaraBa,OgaBapa,Honcho 2-7-10 
Geolocation: 139.1607205,35.250313 


kk 


1008. 


1009. 


1010. 


1011. 


1012. 


1013. 


Churatabi Sezokojima 


Room count: 8 
Address : 905-0227 OkuHaBa,Motobu,Sesoko 304 
Geolocation: 127.8653308,26.6455243 


Kk 
Green Plaza Shinjuku Capsule 


Room count: 630 
Address : 160-0021Toruo,Shinjuku-ku, Kabuki-Cho 1-29-2 
Geolocation: 139.7005801,35.6961148 


Kh 
Shin Okubo Sekitei 


Room count: 11 
Address : 160-0021 Tokuvo,Shinjuku, Hyakunin-cho 2-15-10 
Geolocation: 139.69868302345276,35.70281847166757 


te 
Asahi City Inn Hotel 


Room count: 24 
Address : 933-0021 Tosma, Takaoka,Shimozeki-machi 1-34 
Geolocation: 137.01720625162125,36.74320223092226 


Kk 
Asakusa Hotel Wasou 


Room count: 57 
Address : 111-0032Toruo, Taito, Asakusa 3-7-2 
Geolocation: 139.79554295539856,35.71676363097622 


ww 
The Shin-Okubo International Hotel 


Room count: 11 
Address : 169-0073Tokwo,Shinjuku Hyakunincho 1-1-10 
Geolocation: 139.70148593187332,35.698984486535856 


te * 
Happy Neko 


Room count: 4 
Address : 874-08450ura,benny,Kita-ju 1-kumi 
Geolocation: 131.477347,33.314247 


1014. X K 
Guesthouse Hyakumanben Cross 


Room count: 5 
Address : 606-8202Knoto,Kuoto,Sakyo-ku Ooi-cho 157 
Geolocation: 135.7778395,35.0294236 


1015. Ye Yr 
Soho Asakusa Hotel 


Room count: 
Address : 111-0031Toruo, Taito-ku Senzoku 4-28-11 
Geolocation: 139.79457467794418,35.72280221894302 


1016. Yr Yr 
Shin-Okubo City Hotel 


Room count: 10 
Address : 169-0073Tokuo,Shinjuku-ku, Hyakunin-cho 1-4-9 
Geolocation: 139.70140278339386,35.70050747326846 


1017. 3v 
Hotel Yanagibashi 


Room count: 28 
Address : 111-0052Tokvo, Taito-ku, Yanagibashi 1-3-12 
Geolocation: 139.7863625,35.6960312 


1018. Yg 
Sakura Hotel Ikebukuro 


Room count: 103 
Address : 171-0014Toxn0,2-40-7 Ikebukuro 
Geolocation: 139.7087832,35.7335694 


1019. xr 
Sakura Hostel Asakusa 


Room count: 29 
Address : 111-0032Toxno, Taito-ku, Asakusa 2-24-2 


1020. 


1021. 


1022. 


1023. 


1024. 


1025. 


Geolocation: 139.7948304,35.7 15996 


Yr 
Hotel New Tohoku 


Room count: 30 
Address : 110-0015Tokuo,Taito-ku, Higashiueno 3-14-2 
Geolocation: 139.7790735,35.7105739 


* 
Tokyo Kiba Hotel 


Room count: 120 
Address : 135-0042Toxno,Koto-ku Kiba 1-4-3 
Geolocation: 139.8049529,35.668629 


ng 
Hotel Kaminarimon 


Room count: 22 
Address : 111-0032Toruo, Taito-ku, Asakusa 1-18-2 
Geolocation: 139.79611694812775,35.7 1132132356098 


* 
Hotel Kawase 


Room count: 62 
Address : 111-0034Tokwo,Taito-ku Kaminarimon 2-19-14 
Geolocation: 139.7971583,35.7103854 


* 
Bakpak Kyoto Hostel 


Room count: 20 
Address : 605-0801Knoto,Kuoto,Higashiyama-ku Miyagawa-suji 2-244 
Geolocation: 135.7717251777649,35.00214214465446 


* 
Business Hotel Kankokukan 


Room count: 16 
Address : 171-0014Toxno,Ikebukuro Toshima 2-69-11 
Geolocation: 139.7090219,35.7356942 


1026. 


1027. 


1028. 


1029. 


1030. 


1031. 


1032. 


* 
Bakpak Tokyo Hostel 


Room count: 20 
Address : 110 0012Torvo, Taito-ku Ryusen 3-12-5 
Geolocation: 139.7915746,35.7237675 


* 
Asakusa Hotel Fukudaya 


Room count: 42 
Address : 111-0022Toruo, Taito-ku, Kiyokawa 1-35-11 
Geolocation: 139.80152159929276,35.725887754176064 


Yr 
Hotel Houshi Kaikan 


Room count: 22 
Address : 103-0002Tokuo,Chuo-ku Yokoyamacho Nihonbashi 5-8 
Geolocation: 139.7834878,35.6926649 


ng 
Hotel Kuramae 


Room count: 55 
Address : 111-0051Toruo, Taito-ku, Kuramae 3-7-1 
Geolocation: 139.7904981,35.704022 


Ww 
Historical Ryokan Hostel K-s House Ito Onsen 


Room count: 19 
Address : 414-0022Cug3yoxa, Ito, Higashimatsubara 12-13 
Geolocation: 139.0973391 ,34.971728 


x 
Hostel Komatsu Ueno Station 


Room count: 16 
Address : 110-0005Tokuo,Taito-ku, Ueno 7-2-21 
Geolocation: 139.7776013,35.7 125764 


* 


City Pension Tommy Rich Inn Kyoto 


Room count: 13 
Address : 604-8084Knoto,Kuoto,Nakagyo-ku Tominokoji Sanjo-agaru 
Geolocation: 135.76485604047775,35.00930431024273 


1033. Yr 
Spa Hostel Khaosan Beppu 


Room count: 40 
Address : 874-0920Outa,benny,Kitahama 3-3-10 
Geolocation: 131.5035518,33.2823758 


1034. fp 


House Ikebukuro 


Room count: 22 
Address : 171-0014 Tokno, Toshima-ku, Ikebukuro 2-20-1 
Geolocation: 139.70580965280533,35.73262456252505 


1035. sp 


Backpackers Hostel K-s House Kyoto 


Room count: 65 
Address : 600-8142Knoto,Kuoto,Shimogyo-ku Dotemachi-dori Shichijo-agaru Naya-cho 418 
Geolocation: 135.764912366867 1,34.98979802116906 


1036. Fr 
Guest Inn Kyoto 


Room count: 11 
Address : 600-8823Knoto,Kuoto,Shimogyo-ku Hanaya-cho Kushige Nishiiru Yakuencho 174-5 
Geolocation: 135.74660159647465,34.9928029254 14466 


1037. Fr 
Kimi Ryokan 


Room count: 38 
Address : 171-0014Toxno, Toshima-ku, Ikebukuro 2-36-8 
Geolocation: 139.7075666,35.7334249 


1038. 3 


Hotel Matsumoto 


1039. 


1040. 


1041. 


1042. 


1043. 


1044. 


Room count: 21 
Address : 110-0005Toruo,Taito-ku, Ueno 7-5-3 
Geolocation: 139.77825343608856,35.713192090598014 


* 
Okinawa Sora House 


Room count: 8 
Address : 90000150kuHaBa, Haxa,Kumoji 2-24-15 Makishimu Building 4-5F 
Geolocation: 127.6838003,26.2198089 


wy 
Best Hotel 


Room count: 22 
Address : 169-0073Tokuo, Shinjuku-ku, Hyanikunincho, 1-2-3 
Geolocation: 139.7014744,35.6992283 


Y 
Guest Inn Chita 


Room count: 10 
Address : 6008174Kuoto,Kuoto,Shimogyo-ku Takatsuki-cho 343 
Geolocation: 135.76018631458282,34.992590882772646 


te 
Daiya Ryokan 


Room count: 14 
Address : 6008148Kuoto, Kuoto,Shimogyo-ku Shimo Juzukaya Machi Ameya-cho 263 
Geolocation: 135.7611921429634,34.9904458153449 


wy 
Riverside Takase 


Room count: 5 
Address : 600-8116Kuoto,Kuoto,Shimogyo-ku Kiyamachi-dori, Kaminokuchi-agaru Shoshinji-cho 172-1 
Geolocation: 135.7657 1434736252,34.993289 19315647 


* 
Guest House Aloha Spirit Fukuoka 


Room count: 5 
Address : 810-0004 6ykyoka,ykyoka,Chuo-ku Watanabe Dori 5-10-29 


Geolocation: 130.4046986,33.5871551 


1045. Fr 


K-s House Tokyo Oasis 


Room count: 12 
Address : 111-0032Toruo, Taito-ku, Asakusa 2-14-10 
Geolocation: 139.7935305,35.715796 


1046. Yr 


K-s House Tokyo 


Room count: 18 
Address : 111-0051Toxvo, Taito-ku, Kuramae 3-20-10 
Geolocation: 139.7922534,35.7050664 


1047. Yx 
Minshuku Green House 


Room count: 11 
Address : 9000036OxvHaBa, Haxa, Nishi 2-9-1 
Geolocation: 127.669788,26.212465 


1048. Lx 


Khaosan Tokyo Annex 


Room count: 16 
Address : 130-0005Tokuo,Sumida-ku, Higashikomagata 2-2-5 
Geolocation: 139.80052649974823,35.705595501770546 


1049. 3% 


Khaosan Tokyo Smile 


Room count: 15 
Address : 130-0005Toxno,Sumida-ku, Higashikomagata 2-2-5 
Geolocation: 139.80048004477464,35.70558685486246 


1050. sp 


Backpacker-s Hostel Khaosan Kyoto 


Room count: 46 
Address : 600-8032Knoto,Kuoto,Shimogyo-ku Teramachi-dori Bukkoji-agaru Nakano-cho 568 
Geolocation: 135.76675236225 128,35.002181692075474 


1051. 3% 
Khaosan Tokyo Samurai 


Room count: 20 
Address : 130-0005Tokuo,Sumida-ku, Higashikomagata 1-18-3 
Geolocation: 139.799,35.7066052 


1052. sp 


Khaosan Tokyo Ninja 


Room count: 17 
Address : 103-0002Toxno,Chuo-ku Bakurocho Nihombashi 2-5-1 
Geolocation: 139.78374660015106,35.695621701977075 


1053. 3% 
Khaosan Tokyo Original 


Room count: 11 
Address : 111-0034Toruo, Taito-ku, Kaminarimon 2-1-5 
Geolocation: 139.79721128940582,35.70931635264119 


1054. Yg 
Khaosan Tokyo Kabuki 


Room count: 11 
Address : 111-0032Toruo, Taito-ku, Asakusa 1-17-2 
Geolocation: 139.79514062404633,35.71146244928462 


1055. 3% 
Grace Naha 


Room count: 15 
Address : 9000014OxvHapa,Haxa,Matsuo 1-19-29 
Geolocation: 127.6819539,26.2117264 


1056. Yr 
Sansui Ryokan 


Room count: 6 
Address : 730-0855 Xupocuma,Xupocuma,Naka-ku Komicho 4-16 
Geolocation: 132.4441816,34.3938577 


1057. sr 


1058. 


1059. 


1060. 


1061. 


1062. 


1063. 


Pension New Hamanoso 


Room count: 22 
Address : 907-00130xuHaBa,|Ishigaki Island, Hamasaki 2-4-11 
Geolocation: 124.1492724,24.3408552 


* 
Osaruno Oyado Naha 


Room count: 5 
Address : 9000031 OknHaBa, Haxa,Wakasa 3-23-21 
Geolocation: 127.6797142,26.2243611 


YT 
Hotel Hamby Resort 


Room count: 25 
Address : 904-0116OxmHaBa,Chatan,Chatan 1-6-4 
Geolocation: 127.7621593,26.3076091 


YT 
Capsule Ryokan Kyoto 


Room count: 32 
Address : 600-8226Kworo,Kworo,Shimogyo-ku Tsuchihashi-cho 204 
Geolocation: 135.7536605000496,34.98907506979159 


* 
Backpacker-s Hostel Tour Club 


Room count: 13 
Address : 600-8345Knoto,Kuoto,Shimogyo-ku Higashi-nakasuji Shomen-kudaru Momiji-cho 362 
Geolocation: 135.75428009033203,34.99069016513149 


Yr 
Oak Hotel 


Room count: 71 
Address : 110-0015Tokno, Taito-ku, Higashi-Ueno 6-1-2 
Geolocation: 139.7846096009016,35.711493374982325 


* 
Hotel Palace Japan 


Room count: 62 
Address : 111-0022Torvo, Taito-ku Kiyokawa 2-31-6 
Geolocation: 139.800021,35.7285201 


1064. fp 


Hotel New Azuma 


Room count: 38 
Address : 111-0022Torvo, Taito-ku Kiyokawa 2-38-3 
Geolocation: 139.80063244700432,35.72873507238658 


1065. Yr 
Apartment Hotel Shinjuku 


Room count: 
Address : 160-0022Toruo,Shinjuku-ku, Shinjuku 4-4-10 
Geolocation: 139.70437467098236,35.68825000306155 


1066. fp 
Yonaguni Guest House Fiesta 


Room count: 3 
Address : 9071801 OknHaBa, Yonaguni, Yonaguni 1080 
Geolocation: 123.00469994544984,24.471613361810608 


1067. 3% 
Ryokan Matsushima 


Room count: 20 
Address : 140-0011Toxno,Shinagawa-ku, Higashioi 1-15-7 
Geolocation: 139.744 14378404617 ,35.60469900647149 


1068. yy 
Capsule Inn Komagome 


Room count: 144 
Address : 114-0015Tokuwo,Kita-ku Nakazato 2-4-8 
Geolocation: 139.74925607442856 ,35.7383332022725 


1069. sp 


First Cabin Kyoto Karasuma 


Room count: 121 
Address : 600-8099Kworo,Kworo,Shimogyo-ku Bukkoji-dori Higashi-iru 4F Takanoha-Square Kamiyanagi-cho 331 


Geolocation: 135.7604518532753,35.001496200738366 


1070. Xç 
9 Hours Kyoto Teramachi 


Room count: 125 
Address : 600-8031Knoto,Kuoto,Shimogyo-ku Teramachidori Shijokudaru Teianmaenocho 588 
Geolocation: 135.76660752296448,35.002629455438054 


1071. Fr 
Guest House Kyoto Shirakawa 


Room count: 8 
Address : 605-0024Kworo,Kworo,Higashiyama-ku Sanjo-dori Shirakawa Sujini-iru Doinouchi-cho 460-1 
Geolocation: 135.779934,35.0088644 


1072. xv 
Kyo Machiya Guest House Makuya 


Room count: 5 
Address : 6028352KuotTo, Kuoto,Kamigyo-ku Shimodachiuri Senbon nishi-iru Inaba-cho 442-5 
Geolocation: 135.74214309453964,35.0201869650705 


1073. fr 
Economy Hotel Hoteiya 


Room count: 74 
Address : 111-0021Toruo, Taito-ku Nihontsuzumi 1-23-9 
Geolocation: 139.80023682117462,35.72682101251219 


1074. Yg 
Dorm Hostel Ebisuya 


Room count: 8 
Address : 111-0021Toruo, Taito-ku Nihontsuzumi 1-24-2 
Geolocation: 139.7998933,35.727048 


1075. 3% 
Guest House Jalan-do 


Room count: 46 
Address : 604-8066Knoto,Kuoto,Nakagyo-ku Gokomachi-dori Rokkaku-kudaru Iseya-cho 346 
Geolocation: 135.766339302063,35.006810805337 


1076. 


1077. 


1078. 


1079. 


1080. 


1081. 


1082. 


w 
Kangaroo Hotel 


Room count: 18 
Address : 111-0021Toruo, Taito-ku Nihonzutsumi 1-21-11 
Geolocation: 139.7997489,35.7264341 


* 
Capsule Hotel Asahi Plaza Shinsaibashi 


Room count: 437 
Address : 542-0086Ocara,Ocara,Chuo-ku Nishishinsaibashi 2-12-22 
Geolocation: 135.4978967,34.6707513 


* 
Shinjuku Kuyakusho-mae Capsule Hotel 


Room count: 344 
Address : 160-0021Tokwo,Shinjuku-ku, Kabukicho 1-2-5 
Geolocation: 139.70401793718338,35.693741809203544 


* 
Guest House Kamejikan 


Room count: 3 
Address : 248-0013KaHaraBa,Kamakura,Zaimokuza 3-17-21 
Geolocation: 139.55218881368637,35.30731135984261 


* 
Ace Inn Shinjuku 


Room count: 112 
Address : 166-0001Toxno,Shinjuku-ku, Katamachi 5-3 
Geolocation: 139.72441613674164,35.692452216346005 


* 
Hotel Sanyuso 


Room count: 15 
Address : 760-0008Karasa, Takamauy,Nakano 28-18 
Geolocation: 134.0454022,34.332736 


* 


1083. 


1084. 


1085. 


1086. 


1087. 


1088. 


Tokyo Backpackers 


Room count: 6 
Address : 111-0021Toruo, Taito-ku Avance Minami-Senju Guest House 2-2-2 Nihon zutsumi 
Geolocation: 139.7989656,35.7276563 


* 
Makiya 


Room count: 15 
Address : 760002 1KaraBa, Takamauy,Nishinomaru-cho 1-4 
Geolocation: 134.0483099,34.3507 789 


w 
Sauna Capsule Hotel Fres Inn Sugamo 


Room count: 118 
Address : 170-0002Tokuo, Toshima-ku, Sugamo 1-18-4 
Geolocation: 139.7391253709793,35.7 3237852880656 


w 
Backpackers Hotel Toyo 


Room count: 50 
Address : 557-0002Ocara,Ocara,Nishinari-ku Taishi 1-3-8 
Geolocation: 135.504 10777330399,34.64836158842365 


* 
First Cabin Midosuji Namba 


Room count: 112 
Address : 542-0076Ocaka,Ocaka,Chuo-ku, Namba 4-2-1 Midousuji-Namba Bldg. 4F 
Geolocation: 135.4998633,34.6664852 


* 
Spa Safro 


Room count: 86 
Address : 064-0806Xokkango,Cannopo,Chuo-ku Minami 6-jo Nishi 5-3-2 
Geolocation: 141.35192692279816,43.05252816375349 


* 
Peace House Sakura 


Room count: 10 
Address : 605-0843Knoto,Kuoto,Higashiyama-ku Kadowaki-cho 188-1 
Geolocation: 135.77323526144028,34.995557232512105 


1089. yy 
Ofu Jyoshi Kaikan 


Room count: 
Address : 115-0051Toruo,Kita-ku Ukima 1-7-24 
Geolocation: 139.70441222190857,35.7891677536193 


1090. yy 
Seaside Inn Omori 


Room count: 113 
Address : 140-0013Toxno,Shinagawa-ku, Minamioi 3-31-17 
Geolocation: 139.7349981,35.5882565 


1091. 3% 
Capsule Kinuya Hotel Ueno 


Room count: 96 
Address : 110-0015Tokuo, Taito-ku, Higashiueno 2-15-9 
Geolocation: 139.7777733206749,35.70965305887435 


1092. 4p 


Fukusen 


Room count: 32 
Address : 116-0003Toruo,Arakawa-ku Minamisenju 5-33-19 
Geolocation: 139.79730784893036,35.731838558335035 


1093. yy 
Kobito House 


Room count: 5 
Address : 604-8832Knoto,Kuoto,Nakagyo-ku Mibu Shimozo-cho 43-44 
Geolocation: 135.7368462,34.9993452 


1094. Yr 
Hotel Kaga 


Room count: 90 
Address : 557-0004Ocaka,Ocaka,Nishinari-ku Haginochaya 1-12-21 


1095. 


1096. 


1097. 


1098. 


1099. 


1100. 


Geolocation: 135.5012165,34.6480041 


Yr 
Hotel Wako 


Room count: 120 
Address : 5570004Ocara,Ocara,Nishinari-ku Haginochaya 2-2-16 
Geolocation: 135.5018415,34.6459543 


* 
Guest House Kingyoya 


Room count: 5 
Address : 602-8492Kuoto,Kuoto,Kamigyo-ku Kanki-cho 243 
Geolocation: 135.7453612,35.0344618 


Da 
Golden Pavilion House 


Room count: 5 
Address : 603-8378Knoto,Kuoto,Kita-ku Kinugasa Gosyonouchi-cho 2 
Geolocation: 135.7329428,35.039597 


* 
Green Peace in Kyoto 


Room count: 17 
Address : 606-0913Knoto,Knoto,Sakyo-ku Matsugasaki Shibamoto-cho 14-1 
Geolocation: 135.7735811,35.0509324 


Sr 
Capsule Inn Kinshicho 


Room count: 152 
Address : 130-0013Toxno,Sumida-ku, Kinshicho 2-6-3 
Geolocation: 139.81201171875,35.698257398219184 


* 
BC Hotel Sunplay Inn Nagahori 


Room count: 144 
Address : 542-0083Ocara,Ocara,Chuo-ku Higashi Shinsaibashi 1-10-3 
Geolocation: 135.5050737,34.674837 


1101. 


1102. 


1103. 


1104. 


1105. 


1106. 


1107. 


Yr 
Mimatsuso 


Room count: 10 
Address : 59800110caka,Ocaka, Takamatsukita 1-4-30 
Geolocation: 135.315391,34.4102305 


* 
Guest House La Kongo 


Room count: 9 
Address : 542-0077Ocaka,Ocaka,Chuo-ku Dotonbori 1-chomehigashi 5-11 
Geolocation: 135.5079460144043,34.66876734091535 


te 
Hotel Empire in Shinjuku 


Room count: 32 
Address : 169-0073Tokwo,Shinjuku-ku, Hyakunin-cho 1-15-33 
Geolocation: 139.6988332271576,35.69990847594775 


* 
Hatoya Hotel 


Room count: 15 
Address : 171-0014Toxno,Ikebukuro Toshima 2-56-2 
Geolocation: 139.70799565315247,35.73458191874738 


te 
Wajimaya Ryokan 


Room count: 7 
Address : 600-8174Kuoto,Kuoto,Shimogyo-ku Takatsuki-cho 339 
Geolocation: 135.7607691,34.9925464 


w 
Yadoya Nishijinso 
Room count: 8 


Address : 602-0956Kuoto,Kuoto,Kamigyo-ku Motoseiganji-dori Horikawa Higashi-iru Nishimachi 458 
Geolocation: 135.7529054582119,35.028857563332764 


* 


International Guest House Tani House 


Room count: 12 
Address : 6038231Kuoto,Kuoto,Kita-ku Murasakino Daitokuji 8 
Geolocation: 135.74459999799728,35.04182890596946 


1108. Yr 
Capsule Hotel Sauna Ikebukuro Plaza 


Room count: 180 
Address : 171-0014Toxno, Toshima-ku, Ikebukuro 2-12-3 
Geolocation: 139.70705687999725,35.73235240128738 


1109. + 
Hotel Kansai 


Room count: 464 
Address : 530-00560caka,Ocaka,Kita-ku Togano-cho 9-15 
Geolocation: 135.50352573394775,34.70041289795023 


1110. s 
Capsule Hotel Sauna Cosmo Plaza Akabane 


Room count: 100 
Address : 115-0045Toruo,Kita-ku Akabane 1-39-3 
Geolocation: 139.7204303741455,35.7809304 1302536 


111. fr 
Guesthouse Kanwado 


Room count: 3 
Address : 606-8214Knoto,Kuoto,Sakyo-ku Tanaka Minami Okubo-cho 8 
Geolocation: 135.7795477,35.0346232 


1112. 4 
Backpackers Miyajima 


Room count: 48 
Address : 739-0411Xupocuma,Miyajima, Hatsukaichi-shi Miyajimaguchi 1-8-11 
Geolocation: 132.3046113,34.3102173 


1113. jk 
Small World Guest House 


1114. 


1115. 


1116. 


1117. 


1118. 


1119. 


Room count: 6 
Address : 603-8175Knoto,Kuoto,Kita-ku Murasaki Shimotorida 25-10 
Geolocation: 135.75129210948944,35.04360370460342 


* 
Ken Hostel 


Room count: 10 
Address : 904-0414OxnHaBa,Onna,Maeganeku 159-3 
Geolocation: 127.8043296,26.4471631 


* 
Jam Hostel Kyoto Gion 


Room count: 5 
Address : 605-0079Kworo,Kworo,Higashiyama-ku, Tokiwa-cho, 170 
Geolocation: 135.77246949076653,35.00492140298852 


wy 
Anne Hostel 


Room count: 13 
Address : 111-0052Toruo, Taito-ku Yanagibashi 2-21-14 
Geolocation: 139.7893595,35.6989448 


* 
Capsule Inn Sapporo 


Room count: 184 
Address : 060-0063Xorrango,Cannopo,Chuo-ku Minami-sanjo Nishi 3-7 
Geolocation: 141.35378569364548,43.05632057996358 


x 
Hotel Diamond 


Room count: 230 
Address : 557-00020caka, Ocaka,Nishinari-ku Taishi 1-13-21 
Geolocation: 135.5032636,34.647 1986 


* 
Ryokan Maizuru 


Room count: 8 
Address : 120-0034 Tokuo,Adachi-ku, Senju 3-18 


1120. 


1121. 


1122. 


1123. 


1124. 


1125. 


Geolocation: 139.8012426495552,35.75282558242408 


* 
Karimpani Niseko Fujiyama 
Room count: 6 


Address : 048-1511 XoKkkango, Huceko,Niseko-cho 336-1 
Geolocation: 140.6459062,42.8272819 


x 
Hanabi Hotel 


Room count: 
Address : 169-0075Tokuo,Shinjuku Hyakunincho2-8-5 
Geolocation: 139.6995633,35.7030417 


* 
Capsule Hotel Kobe Sannomiya 


Room count: 104 
Address : 650-0001 Xéro,Ko6e,Chuo-ku Kano-cho 3-4-15 
Geolocation: 135.19294202327728,34.697112823442794 


w 
Capsulevalue Kanda 


Room count: 100 
Address : 111-0044Toxno,Chiyoda Kajicho 1-4-5 
Geolocation: 139.7707248,35.6896538 


Yr 
Hostel Base Point Osaka 


Room count: 6 
Address : 542-0074Ocara,Ocara,Chuo-ku Sennichimae2-11-17 
Geolocation: 135.5028337240219,34.66561712133603 


w 
Capsule Hotel Nihonbashi Villa 


Room count: 30 
Address : 152-0001Toruo,Nihonbashi Bakurocho 2-2-1 
Geolocation: 139.78353470563889,35.695301491623084 
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